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OFFICE  OF  THE  FEDERAL  REGISTER 

1  CFR  Part  51  and  CFR  Titles  7, 9, 10, 
12, 13, 14, 16,  and  46 

Approval  of  Incorporations  by 
Reference 

agency:  Office  of  the  Federal  Register. 
action:  Approval  of  incorporations  by 
reference  and  corrections. 

summary:  The  Office  of  the  Federal 
Register  publishes  a  document  listing 
materials  that  have  been  approved  by 
the  Director  for  incorporation  by 
reference.  The  document  also  corrects  a 
previously  published  listing.These 
references  appear  in  Titles  7  through  16 
and  46  of  the  Code  of  Federal 
Regulations  (CFR).  This  document  is 
published  to  inform  the  public  of 
materials  that  have  the  Director’s 
approval  and  have  the  same  legal  status 
as  if  they  were  published  in  full  text  in 
the  Federal  Register. 

EFFECTIVE  DATE:  The  Director  approves 
the  following  incorporations  by 
reference  for  one  year  effective  January 
1, 1982,  unless  otherwise  noted. 
ADDRESSES:  For  specific  addresses 
where  materials  are  available,  see  table. 
Materials  are  also  on  file  at  the  Office  of 
the  Federal  Register,  1100  L  Street,  NW, 
Washington,  DC. 

FOR  FURTHER  INFORMATION  CONTACT: 

Joan  F.  Montgomery,  (202)  523-4534. 
SUPPLEMENTARY  INFORMATION: 

Background.  Each  agency  that  wishes 
material  incorporated  by  reference  to 
remain  effective  must  annually  submit 
to  the  Director  a  list  of  that  material  and 
the  date  of  its  last  revision  (1  CFR  51.13). 
The  materials  included  on  the  table 
below  are  incorporated  by  reference 
under  5  U.S.C.  552(a)  and  1  CFR  Part  51. 
These  procedures  provide  that  material 
approved  for  incorporation  by  reference 
by  the  Director  of  ffie  Federal  Register 
has  the  same  legal  status  as  if  it  were 
published  in  full  text  in  the  Federal 
Register. 

Availability.  Before  an  agency  may 
incorporate  by  reference  any  material,  it 
must  make  the  material  reasonably 
available  to  the  class  of  persons 
affected  by  it.  Agencies  have  listed 
addresses  where  you  can  obtain  each 
item  included  in  die  table.  The  materials 
approved  for  incorporation  by  reference 
are  also  available  for  inspection  and 


copying  at  the  Office  of  the  Federal 
Register,  Room  8401, 1100  L  St,  NW, 
Washington,  DC,  phone  (202)  523-5240. 

Amendments.  If  the  agency  wishes  to 
amend  material  before  the  annual 
approval  expires,  the  agency  shall 
publish  a  notice  which  announces  the 
amendment  and  states  where  the 
material  may  be  obtained.  *rhe  agency 
shall  also  assure  that  the  material  and 
its  amendments  are  available  to  the 
public  and  on  file  at  the  Office  of  the 
Federal  Register.  Unless  the  agency 
follows  these  procedures,  the 
amendments  are  not  approved. 

Quarterly  Publication.  The  titles  of 
the  CFR  are  generally  revised  according 
to  the  following  schedule: 

Title  1  through  Title  16— as  of  January 

1. 

Title  17  through  Title  27 — as  of  April 

1. 

Title  28  through  Title  41 — as  of  July  1. 

Title  42  through  Title  50 — as  of 
October  1. 

Every  quarter,  the  Office  of  the 
Federal  Register  publishes  a  document 
on  incorporation  by  reference.  This 
quarterly  document  contains  the 
following  information  on  incorporation 
by  reference.  First,  it  contains  a  table  of 
materials  in  the  applicable  titles  that 
have  been  reapproved  for  incorporation 
by  reference  imder  1  CFR  51.13.  Second, 
the  document  contains  a  listing  of  any 
materials  which  were  granted 
extensions  under  1  CFR  51.13  review  in 
the  last  quarter  and  have  since  received 
final  approval  by  the  Director  of  the 
Federal  Register.  And  third,  the 
document  may  contain  corrections  to 
previously  published  incorporation  by 
reference  approval  documents. 

Material  which  is  approved  in  a 
timely  fashion  during  the  quarterly 
review  process  is  also  listed  in  the 
appropriate  Code  of  Federal  Regulations 
volume(s). 

How  the  Table  is  Arranged.  The  table 
is  arranged  first  by  headings  indicating 
the  CFR  title  and  chapter  and  the  name 
of  the  agency  incorporating  the  material. 
Under  each  of  these  headings  are  listed 
the  name  of  the  standards  producing 
organization,  a  description  of  the 
material  being  incorporated  and  where 
it  is  available,  and  the  CFR  part  or 
section  where  the  material  is  referenced. 

Problems.  If  you  have  any  problems 
obtaining  the  material,  notify  the 
agency.  If  you  find  the  material  is  not 


available,  notify  the  Director  of  the 
Federal  Register  (NARS),  Washington, 
DC  20408  or  call  (202)  523-4534. 

John  E.  Byrne, 

Director  of  the  Federal  Register. 

46  CFR  CH.  I-COAST  GUARD,  DOT- 
CORRECTION 

In  FR  Doc.  81-27948,  appearing  at 
page  47938  in  the  issue  for  Wednesday, 
September  30, 1981,  make  the  following 
changes: 

1.  On  pages  47943,  47947,  47952  and 
47953,  the  entry  beneath  Underwriters 
Laboratories  which  presently  reads  “UL 
19-  Woven-jacketed  Rubber  Lined  Fire 
Hose,  1971”  should  be  changed  to  read 
“UL  19-Woven-jacketed  Rubber  Lined 
Fire  Hose,  1978”  wherever  it  appears. 

2.  On  page  47948,  the  entry  beneath 
American  National  Standards  Institute 
which  presently  reads  “ANSI  B16.5- 
1979-Steel  Pipe  Flanges  and  Pipe 
Fittings”  should  be  changed  to  read 
“ANSI  Bl6.5-1977-Steel  Pipe  Flanges 
and  Pipe  Fittings” 

3.0n  page  47950: 

a.  The  entry  beneath  Naval 
Publications  Forms  Center  which  reads 

*  “L-P-406  Plastic,  organic.  General 
Specification  (Test  Methods) ,  B,  Arndt. 

1 . 161.010-1”  should  be  removed. 

b.  In  the  entry  beneath  Naval 
Publications  Forms  Center  which 
presently  reads  “QQ-B-611-Brass, 
Commercial;  Bars,  plates,  rods  shapes. 
Sheets  and  Strip,  A,  and  Arndt.  4”,  the 
reference  to  Arndt.  4  should  be  removed. 

c.  Before  the  final  entry  on  the  page, 
the  following  entry  should  be 
added:“No.  370-Instrumental 
Photometric  Measurements  of 
Retroflective  Materials  and 
Retroreflective  Devices, 

1977 . 164.018-1”. 

4.  On  page  47951,  the  entry  beneath 
Underwriters  Laboratories  which 
presently  reads  “UL  198B-Class  H 
Fuses,  1975”  should  be  changed  to  read 
“UL  198B-Class  H  Fuses,  1981” 

5.  On  page  47953,  beneath  46  CFR 
Subchapter  V,  American  National 
Standards  Institute,  add  the  following 
entry  after  the  existing  entry:  “ANSI/ 
ASME  PVHO  1  Safety  Standard  for 
Pressure  Vessels  for  Human  Occupancy, 
1981....197.204: 197.205;  197.300;  197.328”. 
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7  CFR  CHAPTERS  I  AND  IX  (PARTS  0  TO  45.  46  TO  51.  53  TO  209,  AND  900  TO  999) 
AGRICULTURAL  MARKETING  SERVICE.  DEPARTMENT  OF  AGRICULTURE 


American  Society  tat  Testing  and  Materials 
1916  Race  St,  Philadelphia,  PA  19103 

ASTM  D  584-72  Standard  Method  of  Test  for  Wool  Content  of  Raw  Wool - - 

ASTM  O  1060-71  Standard  Method  of  Core  Sampling  of  Raw  Wool  in  Packages  for  Determination  of  Percentages  of 
Clean  Wool  Fiber  Present 

ASTM  D  2255-79  Standards  for  Appearance  Grade  Yam  on  Bobbins . . . . 

Association  of  Official  Seed  Analysts 

Secretary  Treasurer,  AOSA,  c/o  U,S.  Department  of  Agiculture,  Seed  Standardization  Branch,  Rm.  213,  Bldg.  306, 
Agricultural  Researdi  Center,  ^Itsville,  MD  20705 

Contribution  No.  28,  Microbiological  Assay  of  Fungicide — ^Treated  Seeds,  AOSA  Handbook  on  Seed  Testing,  revised 
May  1964. 

Contribution  No.  28,  A  Standardized  nienol  Method  for  Testing  Wheat  Seed  for  Varietal  Purity.  AOSA  Handbook  on 
Seed  Testing,  revised  Jtme  1965. 

Federal'State  Inspection  Service 

Oregon  Department  of  Agriculture,  Agriculture  Bldg.,  Salem,  OR  97310. 

Oregon  Grade  Standards  Filberts  In  Shell  (August  25, 1975,  Edition) . . . 

Oregon  Grade  Standards  for  Filberts  (Hazelnut)  Kernels  Quly  20, 1976,  Edition).... . - . . — . 

Munsell  Color  Company 
2411  North  Calvert  St.,  Baltimore,  MD  21218 

USDA  Walnut  Color  Chart:  (Shelled  Walnuts),  (Walnuts  in  the  Shell) . . . . — ...... — - ...... 

7  CFR  CHAPTER  ID  (PARTS  300  TO  399) 

ANIMAL  AND  PLANT  HEALTH  INSPECTION  SERVICE,  DEPARTMENT  OF  AGRICULTURE 


Agriculture  Department 

Regulatory  ^pport  Staff,  Plant  Protection  and  Quarantine  Programs,  Animal  and  Plant  Health  Inspection  Service, 
USDA,  Room  635,  Federal  Bldg.,  Hyattsville,  MD  20782 

NOTE:  The  Japanese  Beetle  Program  Manual  is  approved  for  incorporation  by  reference  until  Oct  1,  1982. 

Japanese  Beetle  Program  Manual-APHIS  M-301-48  (June  1979) . — . . . — . — _ — . 

Plant  Protection  &  Quarantine  Programs  Treatment  Manual-Jan.  1976  (revised  as  of  Dec.  1980).. - - - 

7  CFR  CHAPTER  XVU  (PARTS  1700  TO  1799) 

RURAL  ELECTRIHCATION  ADMINISTRATION,  DEPARTMENT  OF  AGRICULTURE 
Copies  of  Appendix  A  Bulletins  will  be  available  upon  request  in  person  or  by  mail  to  the  Management  Service 
Division,  Room  4024-S,  Washington,  D.C  20250. 

Rural  Electrification  Administration 

40-7  National  Electrical  Safety  Code-ANSl  C2, 1981  Edition  5/81  . - . 

43- 5  List  of  Materials  Acceptable  for  Use  on  Systems  of  REA  Electrification  Borrowers  7/78  with/all  supplements  to  4/ 
79. 

44- 2  SpeciHcation  for  Wood  Poles,  Stubs  and  Anchor  Logs,  and  for  Preservative  Treatment  of  These  Materials  to  be 
Purchased  by  REA  Borrowers,  Electric  and  telephone  11/76  with/all  supplements  to  11/77. 

44-3  Specification  for  Wood  Crossarms,  Solid  and  Laminated  Transmission  Timbers,  to  be  Purchased  by  REA 
Borrowers,  Electric  and  Telephone  1/72  with/all  supplements  to  12/75. 

44-4  Quality  Control  and  Inspection  of  Timber  Products  11/76. . . 

61- 10  Powerline  Contacts  by  Eagles  and  Other  Large  Birds  3/79  . . 

62- 1  Transmission  Line  Manual  8/80  with/all  supplements  to  7/78 . . ... . . 

83-1  Adequate  Groimding  of  Primary  Distribution  Lines  3/77 . 

344- 2  List  of  Materials  Acceptable  for  Use  on  Telephone  Systems  of  R^  Borrowers  1/79,  with  all  supplements  to  9/80... 

345- 4  SpeciHcation  for  Wood  Crossarms,  Construction  Lumber,  and  Pole  Keys,  and  for  the  Preservative  Treatment  of 
These  Materials  to  be  Purchased  by  REA  Borrowers  (1^16)  1/72,  with  all  supplements  to  12/75. 

345-6  REA  Standard  for  Splicing  Plastic-Insulated  Cables  (PC-2)  1/78 . . 

345-7  REA  Standard  for  Splicing  Plastic-Insulated  Cables  to  Paper-Insulated  Cables  (PC-3)  7/68 ..... - ........................... 

345-8  Splicing  Standard  for  Joining  Paper  or  Pulp-Insulated,  Lead-Sheathed  Cables  to  Paper  or  Pulp-Insulated  Cables, 
Lead-Sheared  Cables  (PC-1)  7/66. 

345-13  REA  SpeciHcation  for  Aerial  and  Underground  Telephone  Cable  (PE-22)  6/78,  with  all  supplements  to  4/79..——. 
.345-14  REA  SpeciHcations  Telephone  Cables  (Air  Core)  for  Direct  Burial  (PE-23)  7/78,  with  all  supplements  to  4/79  — — . 

345-16  REA  SpeciHcation  for  Reinforced  Heavy  Duty  Point  Type  Transportation  Brackets  (PE-18)  9/62 . — ..... 

345-18  REA  SpeciHcation  for  Plastic-Insulated,  Plastic-Jacketed  Station  Wire  (PE-20)  3/73 . . 

345-20  REA  SpeciHcation  for  Figure  8  Multipair  Distribution  Wire  (PE-28)  7/68 . . . 

345-21  REA  SpeciHcation  for  Polyethylene  Raw  Material  (PE-200)  5/80,  with  all  supplements  to  9/80 _ — _ _ 


7  CFR 


31.204(a)(5)(i) 

32.204(a)(5)(i): 

32.204(bH4)(i) 
28.956  (Item  l&l) 


201.58c 

201.58a(c) 


982.45;  982.51: 
962.453 

982.50;  982.101 


51.2276;  51.2946 


7  CFR 


301.48-1 

331.7(a) 


7  CFR 
Part  1701 
Part  1701 

Part  1701 

Part  1701 

Part  1701 
Part  ITOr 
Part  1701 
Part  1701 
Part  1701 
Part  1701 

Part  1701 
Part  1701 
Part  1701 

Part  1701 
Part  1701 
Part  1701 
Part  1701 
Part  1701 
Part  1701 
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7  CFR  CHAPTER  XVII  (PARTS  1700  TO  1799)— ConUmied 

RURAL  ELECTRinCATION  ADMINISTRATION,  DEPARTMENT  OF  AGRICULTURE— Continued 

7  CFR 

345-22  REA  SpeciBcation  for  Voice  Frequency  Loading  Coils  (PE-26)  10/78 . .  Part  1701 

345-24  REA  Specification  for  Spindle-Tlireaded,  Steel  Communication  Insulator  Pins  and  Associated  Plastic  Bushing  Part  1701 
(PE-34)  9/62. 

345-25  REA  Specification  for  Deadend  Clevis  Assembly  for  use  with  Open  Wire  Telephone  Conductors  (PE-36)  12/62...,.  Part  1701 

345-27  REA  Specification  for  D-66/H-88  Junction  Impedance  Compensators  (PE-31)  2/74 - - - -  Part  1701 

345-30  REA  SpeciBcation  for  Ringing  Generator  Equipment  (PE-40)  2/71,  with  all  supplements  to  2/73 . .  Part  1701 

345-38  REA  SpeciBcation  for  Wood  Crossarms  Brace  (PE-13)  11/63 . - . -  Part  1701 

345-42  REA  SpeciBcation  for  Low  Loss  Buried  Distribution  Wire  (PE-44)  3/71 . . . . — . . —  Part  1701 

345-46  REA  SpeciBcation  for  Clamps  to  Support  Figure  8  Distribution  Wire  (PE-48}  7/68 . . . . . — .  Part  1701 

345-50  REA  SpeciBcation  for  Trunk  Carrier  Systems  (PE-60)  9/80 . . . -  Part  1701 

345-51  REA  SpeciBcation  for  Crystalline  Proplylene/Ethylene  Copolsrmer  Raw  Material  (PE-210)  4/67  . . . .  Part  1701 

345-52  REA  Standard  for  Service  Entrance  and  Station  Protector  Installations  1/60 . . .  Part  1701 

345-53  REA  SpeciBcation  for  Encapsulations,  Splice  Closure,  and  Pressure  Blocks  (PE-70)  3/71 .  Part  1701 

345-54  REA  SpeciBcation  for  Telephone  Cable  Splicing  Connectors  (PE-52)  12/71 . Part  1701 

345-55  REA  SpeciBcation  for  Central  Office  Loop  Extenders  &  Loop  Extender  voice  Frequency  Repeater  Combinations  Part  1701 

(PE-61)  12/73. 

345-58  REA  Specification  for  Flexible  and  Semirigid  Polyvinyl  Chloride  Raw  Material  (ra-220)  7/69 .  Part  1701 

345-59  REA  SpeciBcation  for  Inside  Wiring  Cable  (PE-71)  3/71,  with  all  supplements  to  3/78 .  Part  1701 

345-60  REA  SpeciBcation  for  Coaxial  Drop  Cable  for  ETV  and  Other  Wide  Band  Applications  (^-73)  10/69 .  Part  1701 

345-61  REA  SpeciBcation  for  Switchboard  Cable  (PE-72)  3/71,  with  all  supplements  to  3/78..„ .  Part  1701 

345-63  REA  Standard  PC-4  for  Acceptance  Tests  and  Measurements  of  Telephone  Plant  5/76 . . — - - -  Part  1701 

345-64  REA  SpeciBcation  for  Ringers  (PB-47)  4/7 . Part  1701 

345-65  REA  SpeciBcation  for  Cable  Shield  Bonding  Connectors  (PE-33)  6/78 . Part  1701 

345-66  REA  SpeciBcation  for  Subscriber  Carrier  Systems  (PE-64)  9/79  with  all  supiilements  to  8/60 . . . Part  1701 

345-67  REA  SpeciBcation  for  Filled  Telephone  Cables  (PE-39)  11/76,  with  all  supplements  to  4/79.... .  Part  1701 

345-69  REA  SpeciBcation  for  Two-Wire  Voice  Frequency  Repeater  Equipment  (PE-29)  l/78 .  Part  1701 

345-70  REA  SpeciBcation  for  Filled  Buried  Wire  (PE-54)  8/74,  with  all  supplements  to  3/80 . Part  1701 

345-72  REA  SpeciBcation  for  Filled  Splice  Cases  (PE-74)  5/75 . Part  1701 

345-75  REA  SpeciBcation  for  Electronic  Trunk  Circuits  (PE-65)  1/77 . Part  1701 

345-77  REA  SpeciBcation  for  Serving  Area  Interface  Housings  (PE-79)  l/78 . . . . : .  Part  1701 

345-78  REA  SpeciBcation  for  Carbon  Arrestor  Assemblies  for  Use  in  Protectors  (PE-78)  2/80  with  all  supplements  to  7/  Part  1701 

80. 

345-80  REA  SpeciBcation  for  Flat  Oval  Telephone  Cords  (PE-75)  7/78 . .*. .  Part  1701 

345-82  REA  SpeciBcation  for  Wood  Telephone  Pedestal  Stubs  (PE-82)  6/80 . Part  1701 

345-84  REA  SpeciBcation  for  Expanded  Dielectric  Coaxial  Cable  (PE-84)  9/80 . Part  1701 

NOTE:  The  following  publications  are  approved  for  incorporation  by  reference  until  Mar.  1, 1982 

1- 7  General  Funds  12/77  with/all  supplements  to  3/79 . Part  1701 

2- 1  Guiding  Statement  of  REA  Policy  Concerning  Its  Relationship  with  Borrowers  8/69 .  Part  1701 

5-1  Joint  Use  of  REA  Borrowers’  Facilities  by  Electric  and  Telephone  Systems  3/54  with/all  supplements  to  2/72 .  Part  1701 

20-2  Electric  Loan  Policies  and  Application  Procedures  6/77  with/ all  supplements  to  4/79 . Part  1701 

20-3  Obtaining  Adequate  Right-of-Way  and  Submission  of  Title  Evidence  by  Electric  Borrowers  7/56  with/all  Part  1701 

supplements  to  10/76. 

Part  1701 

20-5  Extensions  of  Payments  of  Principal  and  Interest  5/72  . . . . . . . . . . . . .  Part  1701 

20-6  Loans  for  Generation  and  Transmission  5/69  . — . Part  1701 

Part  1701 

20-8  Purchase  of  Real  Estate  by  Electric  Borrowers  7/63  . Part  1701 

20-9  Notes,  Interest  Computation,  Payments,  and  Loan  Account  Statements  10/76  with/all  supplements  to  l/78 . Part  1701 

20-14  Supplemental  Financing  for  Loans  Considered  Under  Section  4  of  the  Rural  Electrification  Act  2/71  with/all  Part  1701 

supplements  to  8/76. 

20-15  Equal  Employment  Opportunity  in  Construction  Financed  with  REA  Loans  7/70 _ _ _ _ - . . . . . -  Part  1701 

20-19  Nondiscrimination  Among  Beneficiaries  of  REA  Programs  7/78..- . . — _ _ _ - . . -  Part  1701 

20-20  Deferment  of  Principal  Repayments  for  Investment  in  Supplemental  Lending  Institutions  l/71 . Part  1701 

20-21  Environmental  Policies  and  Procedures  1/80 _ Part  1701 

20-22  Guarantee  of  Loans  for  Bulk  Power  Supply  Facilities  4/77-. . - . - . Part  1701 

20-23  Section  12  Extensions  for  Energy  Resources  Conservation  Loans  12/80 . — — .  Part  1701 

24-1  Electric  Loan  Policy  for  Section  5  Loans  3/68._. _ — _  Part  1701 

26-1  Budgetary  Control  and  Advance  of  Loan  Funds  5/71  with/all  supplements  to  10/79 _ Part  1701 

46-1  Payments  to  Architects,  Engineers,  Contractors,  and  Suppliers  3/ffi> _ _ Part  1701 

40-2  Insurance  Coverage  for  Borrower’s  Contractors,  Engineers,  and  Architects  and  Bond  Requirements  for  Borrowers’  Part  1701 

Contractors  4/76  with/all  supplements  to  6/79.  -  i 

40-5  Common  Use  of  Poles  for  Distribution  and  Transmission  Lines  l/70  . . ' . — — i..:..: - Part  1701 
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7  CFR  CHAPTER  XVU  (PARTS  1700  TO  1799)— Continued 

RURAL  ELECTRinCATION  ADMINISTRATION,  DEPARTMENT  OF  AGRICULTURE— Continued 

40-6  Construction  Methods  and  the  Purchase  of  Materials  and  Equipment  8/70  with/all  supplements  to  4/79  — 

40- 8  Construction  Specifications,  Drawings,  and  Contract  Forms  for  Distribution,  Transmission,  and  Generation 
Facilities  5/73  with/all  supplements  to  10/77. 

41- 1  Engineering  Services  for  Electric  Borrowers  5/67  with/all  supplements  to  11/78..... - - - - — ....„ 

42- 1  Architectural  Services  for  Electric  Borrowers  8/69  . . 

43- 8  Selection  and  Inspection  of  Materials  and  Equipment,  Electrification  Borrowers  12/76.-.....-.— — — — — — 

43- 9  "Buy  American”  Requirement  7/55  . - - — - - 

44- 1  SpeciBcations  and  Standards  for  Materials  and  Equipment  10/78 . . . . ................ — -.- 

44-5  List  of  Authorized  Independent  Inspection  Agencies  (Timber  Products)  6/76 - - — - - - - - - 

44-7  Acceptance  of  Standards,  Standard  Specifications,  Drawings,  Materials,  and  Equipment  for  the  Electric  and 

Telephone  Programs  4/71. 

60-1  Circuit  Diagrams,  Electrical  Data  Sheets  and  Other  Drawings  for  Systems  of  Electric  Borrowers  8/55 _ 

60-10  Construction  Work  Plans,  Electric  Distribution  Systems  12/67 - - - 

80- 11  Reports  of  Progress  of  Construction  and  Engineering  Services  5/77 . — —....— - 

81- 6  Close-Out  Procedures  and  Documents  for  Contract  Construcbon  of  Distribution  and  Transmission  Facilities  7/77 _ 

81-7  Changes  or  Corrections  in  Line  Construction  11/58 . — - 

81-9  Preparation  of  Plans  and  Specifications  for  Distribution  and  Transmission  Facilities  7/74  — _ - 

85- 1  Closeout  Procedure  and  Documents  for  the  Contract  Construction  of  Generating  Facilities  and  Associated 
Buildings  8/78. 

86- 1  Closeout  Procedure  and  Documents  for  the  Construction  of  Buildings  Other  Than  Generating  Plants  12/78 _ 

86-2  Pre-Construction  Activities  for  Headquarters  Facilities  for  Electric  Borrowers  5/72-.....— _ — _ — 

86-3  Headquarters  Facilities  for  Electric  Borrowers  4/72 . - . . . — — 

106- 1  Selection  of  an  Attorney  by  an  REA  Borrower  4/60 . — .... - - - - - 

100-2  Minutes  of  the  Meetings  of  Boards  of  Directors,  Members  or  Stockholders  3/60 - - - - - - — — . 

100- 4  Financial  Security  of  REA  Distribution  Borrowers  4/72  with/all  supplements  to  2/75— _ _ _ _ 

101- 1  Constitution  and  Operations  of  the  Board  of  Directors  of  a  Power  Supply  Cooperative  Borrower  8/77 - 

102- 2  Waiver  of  Security  Instrument  Provisions  Relating  to  Certain  Retirements  of  Capital  by  Distribution  Borrowers  7/ 
71. 

103- 2  Use  and  Approval  of  General  Funds  in  Extensions  and  Additions  to  Plant  6/71 . 

103-9  5  Percent  Treasury  Certificates  of  Indebtedness — REA  Series  and  2  Percent  Treasury  Bonds — ^REA  series  10/77— 
105-5  Financial  Forecast — Electric  Distribution  Systems  11/73  with/all  supplements  to  1/75 . - . . 

107- 1  Data  Processing  Systems  2/79 . ‘ 

108- 1  Electric  Distribution  Borrowers'  Financial  and  Statistical  Reports  12/79 . 

108- 2  Operating  Reports — Power  Supply  Borrowers  and  Distribution  Borrowers  with  Generating  Facilities  12/79—.— 

109- 4  Selecting  a  Qualified  Manager  6/70 . . 

111-1  Wholesale  Contracts  for  Purchase  and  Sale  of  Electric  Equipment  4/69;  Supplement  3/70 . . — — .. 

111-3  Power  Supply  Surveys  4/78 . a . — — — . 

111- 4  Electric  Wholesale  Rates — ^Power  Supply  Borrowers  3/72 . . . .... 

112- 2  Electric  Retail  Rates  4/71 . — _ - 

112-3  Area  Coverage  Service  9/58 . . . . . . . 

112-6  Large  Power  Rates  and  Contracts,  and  Sales  for  Resale  9/72 . . . - . - 

114- 2  Minimum  Insurance  and  Fidelity  Coverages  for  Electric  and  Telephone  Borrowers  4/73  with/all  supplements  to  2/ 
79. 

115- 1  Sales  of  Capital  Assets  by  Electric  Borrowers  12/72 . 

115-2  Merger  and  Consolidation  of  Electric  Distribution  Borrowers  11/72 . - . 

115-3  Removal  or  Relocation  of  Electric  Facilities  Resulting  from  the  Exercise  of  Rights  by  Government  Agencies  2/58  — 

120-1  Estimates  of  KWH  Consumption  and  Power  Requirements  3/74  with/all  supplements  to  1/78 . 

140-1  Load  Management  Program  1/77 . 

145-1  Development,  Approval,  and  Use  of  Irrigation  Studies  1/77 . 

161-5  Electric  System  Review  and  Evaluation  10/78 . 

180-2  Manual  for  Preservation  of  Borrowers’  Records  (Electric)  6/72 . 

180- 6  Selection  of  Depositories  for  Funds  of  REA  Borrowers  4/71 . . 

181- 1  Uniform  System  of  Acbounts  3/78  with/all  supplements  to  1/79 . . . 

181-2  Standard  List  of  Retirement  Units  5/68 . 

181- 3  Accounting  Interpretations  for  Rural  Electric  Borrowers  2/72;  Interpretations  113  and  617  9/73 . 

182- 1  Evaluation  and  Enforcement  of  Internal  Control  of  Borrowers’  Enterprises  1/65 . — . 

183- 1  Depreciation  Rates  arid  Procedures  10/77 . 

184- 2  Suggested  Work  Order  Procedure  for  Electric  Borrowers  of  the  Rural  Electrification  Administration  9/73  with/all 
supplements  to  3/76. 

184- 3  Guide  for  Establishing  Continuing  Property  Records  9/61 . 

185- 1  Audit  of  REA  Borrowers’  Accounting  Records  1/72 . 

300- 7  Member  Service  Program — ^Telephone  5/65 . - . . . . 

301- 1  Guiding  Statement  of  REA  Policy  Concerning  Its  Relationship  with  Borrowers  8/69 . . . . . - 

305-1  Joint  Use  of  Facilities  for  Telephone  and  Electric  Service  3/54,  with  all  supplements  to  2/72..... . . . 
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7  CFR  CHAPTER  XVH  (PARTS  1700  TO  1799)— Continued 

RURAL  ELECTRinCATlON  ADMINISTRATION.  DEPARTMENT  OF  AGRICULTURE— Continued 

7  CFR 

3i0-2  Extension  of  Payments  of  Principal  and  Interest  5/72  — . — .  Part  1701 

320-3  Working  Capital  in  Loans  to  Telephone  Borrowers  1/59 . . . . . — — . . .  Part  1701 

320-4  Preloan  Procedures  for  Telephone  Loan  Applicants  6/62 . - . - . . Part  1701 

320-5  Headquarters  Facilities  for  Telephone  Borrowers  5/72 . . . . . - . . .  Part  1701 

320-9  Organization  and  Capital  Structure  of  Telephone  Borrowers  3/65 . . . . . — .  Part  1701 

320-12  Notes,  Interest  Computation,  Payments  and  Loan  Account  Statement  10/76,  with  all  supplements  to  7/78 - -  Part  1701 

320-13  Loans  for  Switched  Facilities  2/60 . - . - . . . — — •  Part  1701 

320-14  Loans  for  Telephone  System  Improvements  and  Extensions  5/71,  with  all  supplements  to  5/77.,-..,——,-. — — -  Part  1701 

320-15  Equal  Employment  Opportunity  in  Construction  Financed  with  REA  Loans  7/70 . - . — -  Part  1701 

320-19  Nondiscrimination  Among  Beneficiaries  of  REA  Programs  7/78 . — - -  Part  1701 

320-21  Environmental  Policies  and  Procedures  1/ 80 .  Part  1701 

320-22  Guarantee  of  Loans  for  Telephone  Facilities  2/75,  with  all  supplements  to  9/75 . - .  Part  1701 

320- 23  Construction  Certification  Procedures  for  Designated  Telephone  Borrowers  12/77— . - .  Part  1701 

321- 2  Loan  Security  Requirements  for  Telephone  Loans  9/75 . - . - . - .  Part  1701 

322- 1  Area  Coverage  Survey  5/71 .  Part  1701 

322- 2  Rural  Area  Coverage — ^Telephone  Loans  4/67 .  Part  1701 

323- 1  Determination  by  Administrator  with  Respect  to  Non-Duplication  of  Lines,  Facilities,  or  Systems  10/54 .  Part  1701 

324- 1  Loans  for  Refinancing  Outstanding  Indebtedness  of  Telephone  Borrowers  10/60 .  Part  1701 

325- 1  Financing  Lines.  Facilities,  or  Systems  Outside  of  Rural  Areas  11/60 . ; . - .  Part  1701 

326- 1  Acquisitions  of  Telephone  Facilities  and  Systems  5/69 .  Part  1701 

327- 1  Advance  of  Telephone  Loan  Funds  6/72,  with  all  supplements  to  7/75 . - . - .  Part  1701 

328- 1  CATV  Financing  Under  the  Consolidated  Farm  and  Rural  Development  Act  6/79 .  Part  1701 

340-1  Final  Payments  to  Contractors,  Engineers,  and  Architects — ^Telephone  Program  8/63 . . .  Part  1701 

340-2  Payments  to  Architects,  Engineers,  and  Suppliers  3/69 . -.- .  Part  1701 

340-3  Coordination  of  Borrowers’  Activities  with  those  of  Connecting  Systems  2/72.- . - . — .  Part  1701 

340- 5  Insurance  Coverage  for  Borrowers*  Contractors,  Engineers,  and  Architects  and  Bond  Requirements  for  Borrowers’  Part  1701 
Contractors  4/76. 

341- 1  Final  Statement  of  Engineering  Fee  and  Certificate  of  Engineer,  Telephone  Engineering  Service  Contract  12/71 _  Part  1701 

341- 3  Engineering  Services  for  Telephone  Borrowers  12/75,  with  all  supplements  to  7/77- . - . — -.  Part  1701 

342- 1  Architectural  Services  for  Telephone  Borrowers  7/67 . — — - . - - . - . — .  Part  1701 

344-1  Methods  of  Purchasing  Materials  and  Equipment  for  Use  on  System  of  Telephone  Borrowers  1/58,  with  all  Part  1701 

supplements  to  4/78. 

344- 3  “Buy  American”  Requirement  7/55 _ -....— . . . - . — . . . . . . .  Part  1701 

345- 1  Specifications  for  Wood  Poles,  Stubs,  and  Anchor  Logs,  and  for  Preservative  Treatment  of  These  Materials  to  be  Part  1701 
Purchased  by  REA  Borrowers  (PE-8)  1/77,  with  all  supplements  to  11/77. 

345-2  List  of  Authorized  Independent  Inspection  Agencies  (Timber  Products)  6/76 . . .  Part  1701 

345-3  Acceptance  of  Standards,  Standard  Specifications,  Drawings,  l^aterials,  and  Equipment  for  the  Electric  and  Part  1701 
Telephone  Programs  10/81.  , 

345-5  Defective  and  Non-Standard  Materials  and  Equipment  9/58 .  Part  1701 

345-9  Quality  Control  and  Inspection  of  Timber  Products  1/77 . -.....- .  Part  1701 

345-10  REA  Standard  on  Acceptance  Testing  Procedm-es  for  Cable  Television  Systems  4/81 .  Part  1701 

345-19  REA  Specification  for  Figure  8  One-Pair  Distribution  Wire  (PE-27)  3/66 .  Part  1701 

345-23  REA  Specification  for  Building-Out  Capacitors  (PB-30)  10/73 . — — . . . - .  Part  1701 

345-26  REA  Specification  for  Buried  Plant  Housings  (PE-35)  7/76 . -.....- . . . . . . . Part  1701 

345-28  REA  Specification  for  Seven  Wire  Galvanized  Steel  Strand  (PE-37)  l/63_ . . . . . - . - . - . - .  Part  1701 

345-31  REA  Specification  for  Polyethylene-Insulated  Bridle  Wire  (PB-19)  2/65 . . . . . . . - . Part  1701 

345-36  REA  Specification  for  Parallel  Conductor  Drop  Wire  (PE-7)  11/66 . Part  1701 

345-39  REA  ^>ecification  for  Telephone  Station  Protectors  (PE-42)  5/80 . Part  1701 

345-44  REA  Specification  for  Figure  8  Drop  Wire  (PE-46j  3/64 . Part  1701 

345-45  Field  Trails  of  Telephone  Construction  Materials  and  Equipment  10/76,  with  all  supplements  to  2/79  ....................  Part  1701 

345-47  REA  Specification  for  Seven  Wire  Aluminum  Clad  Steel  Strand  (PE-49)  4/66.-.-.. . . - _ Part  1701 

345-57  REA  Specification  for  Microwave  Radio  Equipment  (PE-63)  6/69 . . . . . . — _ _ ™ _  Part  1701 

345-73  REA  ^)ecification  for  All-Weather  Pressure-Sensitive  Vinyl  Tape  (PE-68)  11/76 . Part  1701 

345-74  REA  Specification  for  Improved  500  Type  Telephone  Sets  (PE-41)  7/78,  with  all  supplements  to  12/79..— Part  1701 

345-76  REA  Specification  for  Spring  Action  Bonding  Connecters  Within  Buried  Plant  Housing  (PE-57)  5/77 _  Part  1701 

345-79  REA  Specification  for  Electronic  Equipment  Housings  (PE-69)  5/78,  with  all  supplements  to  7/80 _ Part  1701 

345-81  REA  Specification  for  Modular  Telephone  Set  Hardware  (PE-78)  8/78 . Part  1701 

345-83  REA  Specification  for  Gas  Tube  Surge  Arresters  (PE-80)  7/79 .  Part  1701 

380-1  Right-of-Way  and  Title  Procedure— Telephone  7/56,  with  all  supplements  to  l/77 .— _ _ Part  1701 

380- 3  Weekly  Progress  Report  of  Telephone  Constr.  &  Engr.  Service  7/63,  with  all  supplements  to  2/64 ....- _ Part  1701 

381- 1  Tabulation  of  Bids  for  Contract  Construction  of  Telephone  Outside  Plant  Facilities  5/64 . - . - . Part  1701 

381-2  Telephone  System  Construction  Contract.  Labor  and  Material,  REA  Fotni  515  2/B0-. _ — — . - . — _ — Part  1701  < 

381-4  Closeout  Documents,  Telephone  Construction  Contract.  Labor  and  Materials  (Outside  Plant)  10/63 . -.— _  Part  1701 
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7  CFR  CHAPTER  XVD  (PARTS  1700  TO  1799)— Continued 

RURAL  ELECTRinCATION  ADMINISTRATION.  DEPARTMENT  OF  AI^CULTURE— Continued 

7  CFR 

381-7  Methods  of  Construction  of  Telephone  Borrowers'  Initial  System  Outside  Plant  Facilities  6/57 _ _ _ _ _  Part  1701 

381-8  Contract  Construction,  Telephone  Borrowers'  Initial  System  Outside  Hant  Facilities  9/63,  with  all  supplements  to  Part  1701 
7/77. 

381-9  Amendments  to  Contracts  for  Construction  or  Installment  of  Telephone  Borrowers'  Facilities  8/53 .  Part  1701 

381-10  Subcontracts  Under  Contracts  for  Construction  or  Installation  of  Telephone  Borrowms'  Facilities  10/61  Part  1701 

381-11  Changes  or  Corrections  in  Line  Construction  11/58 . . . . .  Part  1701 

381- 13  Bidders'  Qualifications  6/59 .  Part  1701 

382- 1  Force-Account  Construction,  Telephone  Borrowers'  Initial  System  2/58 . Part  17U1 

382-2  Construction  of  Telephone  System  Improvements  &  Extensions  by  Woric  Order  or  Contract  11/75 _  Part  1701 

382- 3  Final  Inventory  Documents,  Force  Account  Construction,  Telephone  Borrowers'  Initial  System  11/53,  with  all  Part  1701 

supplements  to  7/60. 

383- 1  Preparation  of  Plans  and  Speciflcations  for  Construction  of  Outside  Plant  5/67,  with  all  supplements  to  6/77 _  Part  1701 

383- 4  Postloan  Engineering  Design  Requirements  for  Supplemental  Loans  11/74 . Part  1701 

384- 1  Purchasing  and  Installing  Central  OfHce  Equipment  5/77 . Part  1701 

384-2  Closeout  Documents  for  Central  Office  Equipment  Contracts  10/65  with  all  supplements  to  10/80... _ Part  1701 

384- 3  Central  Office  Equipment  Contracts  and  Specifications  10/79..._ . Part  1701 

385- 1  Preloan  Procedures  and  Requirements  for  Service  12/62 . Part  1701 

385-2  Purchasing  and  Installing  Special  Electronic  Equipment  2/69 . — . . .  Part  1701 

385-3  Closeout  Documents  for  Special  Equipment  Contracts  4/64 . . . — - -  Part  1701 

385-5  Loans  to  Finance  Radio  Equipment  for  Subscriber  Service  4/66.«~. . . . . . . .  Part  1701 

385-6  Preloan  Procedtue  and  Requirements  for  Radio  Paging  Service  12/75 . . . .  Part  1701 

387-1  Preparation  of  Plans  atid  Specifications  for  Construction  of  Telephone  Borrowers'  Buildings  12/61,  with  all  Part  1701 

supplements  to  2/65.. 

387-2  Contract  to  Construct  Buildings,  REA  Form  257  6/73 . - . . .  Part  1701 

387-3  Final  Documents  Required  to  Closeout  Construction  of  Buildings,  Telephone  Program  3/61 . — ....... .......  Part  1701 

387-5  Contract  Construction,  Telephone  Borrowers’  Buildings  4/61 . - . — . . .  Part  1701 

400-2  Selection  of  an  Attorney  by  an  REA  Borrower  4/60 . . . . . . . . . — .  Part  1701 

400-4  Payment  of  Legal  Fees  From  Loan  and  Equity  Funds  12/65 . . .  Part  1701 

400-5  Operating  Conditions  Endangering  Loan  Security  1/64 . . . — . . . . . . . . .  Part  1701 

402-1  Mortgage  Restrictions  on  Dividends  and  Other  Distributions — ^Telephone  Borrowers  12/62 _ _ _ _ —  Part  1701 

402- 2  Partial  Waiver  of  Security  Instruments  Provisions  Relating  to  Distribution  of  Capital  by  Cooperatives  11/60. _  Part  1701 

403- 3  Minutes  of  Meetings  of  Directors,  Stockholders,  or  Members  (Telephone)  10/58,  with  all  supplements  to  9/77 _  Part  1701 

403- 4  5  Percent  Treasury  CertiRcates  of  Indebtedness — ^REA  Series  and  2  Percent  Treasury  Bonds — REA  Series  10/77 Part  1701 

404- 1  Approval  of  Connecting  Company  &  Special  Service  Contracts  and  Leases  7/62 .  Part  1701 

407- 1  Data  Processing  Systems  2/79 . .  Part  1701 

408- 1  Telephone  Borrowers  Financial  and  Statistical  Reports  11/70,  with  all  supplements  to  2/79.  _ _ _ _ _ — .  Part  1701 

409- 1  Selection  of  a  Manager  by  Telephone  Borrower  5/72,  - — _ _ _ _ — Part  1701 

411-1  Extended  Area  Service  (EAS)  6/61 . - _ _  Part  1701 

414- 1  Minimum  Insurance  and  Fidelity  Coverages  for  Electric  and  Telephone  Borrowers  4/73,  with  all  supplements  to  2/  Part  1701 
79.. 

415- 1  Sale  of  Property  by  Telephone  Borrowers  8/60,  with  all  supplements  to  7/79. . . . . . — . —  Part  1701 

460- 2  Selection  of  Depositories  for  Funds  of  REA  Borrowers  4/71 . . .  Part  1701 

461- 1  Accounting  System  Requirements  for  Telephone  Borrowers  of  the  Rural  Electrification  Administration  2/72,  with  Part  1701 
all  supplements  to  1/76.. 

462- 1  Evaluation  and  Enforcement  of  Internal  Control  of  Borrowers’  Enterprises  1/66. . . . . .  Part  1701 

463- 1  Depreciation  Rates  for  Telephone  Borrowers’  4/67 . . . . . . . .  Part  1701 

464- 1  Accounting  for  Damages  Resulting  from  Delayed  Completion  of  Construction  2/59. _ _ _ _ _ _ _  Part  1701 

464- 2  Accounting  and  Reporting  Procedures  Covering  Large  Investments  in  Special  Communications  Facilities  6/65.  - .  Part  1701 

465- 1  Audit  of  REA  Borrowers’  Accounting  Records  1/72 . _ —  Part  1701 

465-2  Audit  Working  Paper  Guide  11/72 _ _ _ _ _  Part  1701 

9  CFR  CHAPTER  I  (PARTS  1  TO  199) 

ANIMAL  AND  PLANT  HEALTH  INSPECTION  SERVICE,  DEPARTMENT  OF  AGRICULTURE 
Agriculture  Department 

9  CFR 

Veterinary  Services,  Animal  and  Plant  Health  Inspection  Service,  USDA,  Federal  Bldg.,  HyattsviHe,  MD  20782. 

Uniform  methods  &  Rules-Bovine  Tuberculosis  Eradication  (March  1980  Edition) . . . . . . .  77.1;  77.4;  77 Ji 

World  Health  Organization 

World  Health  Organization,  Distribution  and  Sales  Service,  1211  Geneva  27,  Switzerland 
United  Nations  Book  Shop,  New  York,  NY  10017 

Laboratory  Techniques  in  Rabies,  Third  Edition  (1973)  Edited  by  Martin  M.  Kaplan  and  Hilary  Kaprowski . . .  113.129 
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9  CFR  CHAPTER  HI  (PARTS  300  TO  399) 

FOOD  SAFETY  AND  INSPECTION  SERVICE,  DEPARTMENT  OF  AGRICULTURE 

9  CFR 

Agriculture  Department 

Food  Safety  and  Inspection  Service,  Meat  and  Poultry  Inspection  Program,  14th  and  Independence  Ave.,  SW.; 

Washington,  DC  20250 

Diagram  1  of  the  Meat  Denaturing  Guide  (MP  Form  91) .  325.13 

Copies  of  MP  Form  91  may  also  be  obtained  without  charge,  by  writing  to  the  Food  Safety  and  Inspection  Service,  USDA,  Compliance  Program, 
Evaluation  and  Enforcement  Division,  Washington,  DC  20250 

Association  of  Official  Analytical  Chemists 
1111 N.  19th  St.,  Suite  210,  Arlington,  VA  22209 

Official  Methods  of  Analysis  of  the  Association  of  Official  Analytical  Chemists,  1980  ed .  319.5 

ASOA  secUons  incorporated:  24.004;  24.005;  24.006;  24.007;  24.008;  24.027;  24.028;  24.029;  24.030;  24.031;  24.032;  24.033; 

24.035;  24.036;  24.037;  43.212;  43.213;  43.214;  43.215;  43.216 

10  CFR  CHAPTER  I  (PARTS  0  TO  199) 

NUCLEAR  REGULATORY  COMMISSION 

Each  of  the  following  documents  is  available  for  inspection  at  the  Nuclear  Regulatory  Commission’s  Library,  7920 
Norfolk  Ave.,  Bethesda,  MD.  The  individual  documents  are  available  through  the  sources  listed  below. 


American  Association  of  Physicists  in  Medicine 
335  E.  45th  St..  New  York,  NY  10017 

Scientific  Committee  on  Radiation  Dosimetry  of  the  American  Association  of  Physicists  in  Medicine,  Physics  in  35.21(c) 
Medicine  and  Biology,  Volume  16,  No.  3, 1971, 379-396. 


American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ASA  B31.1 1955  Edition,  American  Standard  Code  for  Pressure  Piping . . .  50.55a 

USAS  B31.1.0 1967  Edition.  Addenda  A,  B  &  C,  U.S.A.  Standard  Code  for  Pressure  Piping .  50.55a 

USAS  B31.7  1969  Edition,  Addenda  A,  B  &  C,  U.SJk.  Standard  Code  for  Pressure  Piping .  50.55a 

ANSI  N45.4-1972  Leakage  Rate  Testing  of  Containment  Structures  for  Nuclear  Reactors,  March  16, 1972 .  Part  50,  App.  ), 

ni.A.3.a 

ANSI  MH5.1-1971  Basic  Requirements  for  Cargo  Containers  (1971) . 73.26 

ANSI  S3.6-1969  (R 1973)  Specifications  for  Audiometers . Part  73,  App.  B, 

I.B.b(2) 

International  Standards  Organization  (ISO)  1496-1978  General  Cargo  Containers .  73.26 

International  Standards  Organization  (ISO)  389-1975  Standard  Reference  Zero  for  the  Calibration  of  Puretone  Audiome-  Part  73,  App.  B, 

ter.  I.B.b(2) 

American  Nuclear  Society 
555  North  Kensington  Ave.,  La  Grange  Park,  IL  60525 

Proposed  American  Nuclear  Society  Standard — ^Decay  Energy  Release  Rates  Following  Shutdown  of  Uranium  Fueled  Part  50,  App.  K. 
liiermal  Reactors,  Approved  by  Subconunittee  ANS-5,  ANS  Standards  Committee,  October  1971.  I.A.4 

American  Society  of  Mechanical  Engineers 
United  Engineering  Center,  345  East  47th  St.,  New  York,  NY  10017 
ASME  Boiler  and  Pressure  Vessel  Code  Section  III .  50.55a 


1963  Edition:  Addenda  Summer  64;  Winter  64 

1965  Edition:  Addenda  Summer  65;  Winter  65;  Summer  66;  Winter  66;  Summer  67;  Winter  67 
1968  Edition:  Addenda  Summer  68;  Winter  68;  Summer  69;  Winter  69;  Summer  70;  Winter  70 
1971  Edition:  Addenda  Summer  71;  Winter  71;  Summer  72;  Winter  72;  Summer  73;  Winter  73 


ASME  Boiler  and  Pressure  Vessel  Code  Section  III,  Division  1 .  50.55a 

1974  Edition:  Addenda  Summer  74;  Winter  74;  Summer  75;  Winter  75;  Summer  76;  Winter  76 
1977  Edition:  Addenda  Summer  77;  Winter  77;  Summer  78;  Winter  78;  Summer  79;  Winter  79 
1980  Edition:  Addenda  Summer  80;  Winter  80 

ASME  Boiler  and  Pressure  Vessel  Code  Section  XI,  Division  1 . . .  50.55a 

1970  Edition:  Addenda  Winter  70  • 


1971  Edition:  Addenda  Summer  71;  Winter  71;  Summer  72;  Winter  72;  Summer  73;  Winter  73 
1974  Edition;  Addenda  Summer  74;  Winter  74;  Summer  75;  Winter  75;  Summer  76;  Winter  76 
1977  Edition:  Addenda  Summer  77;  Winter  77;  Summer  78;  Winter  78;  Summer  79;  Winter  79 
1980  Edition:  Addenda  Winter  80 


Draft  ASME  Code  for  Pumps  and  Valves  for  Nuclear  Power,  dated  November  1968  anc  1  addenda  dated  1970  .  50.55a 

F.  ).  Moody,  Maximum  Flow  Rate  of  a  Single  Component,  Two-Phase  Mixture,  journal  of  Heat  Transfer,  Trans  Part  50,  App.  K, 

American  Society  of  Mechanical  Engineers,  87,  No.  1,  February  1965.  I.C.l.b. 

American  Society  for  Testing  Materials  (ASTM) 

1916  Race  St.,  Philadelphia,  PA  19103  ' 

ASTM  E 185-73  and  E 185-79  Standard  Recommended  Practice  for  Surveillance  Tests  for  Nuclear  Reactor  Vessels .  Part  50,  App.  H, 

U.B 
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Commerce  Department,  National  TediniGal  Information  Service 
5285  Port  Royal  Road,  Springfield,  VA  22161 

Baker-Just,  Studies  of  Metal  Water  Reactions  at  High  Temperatures,  IIL  Experimental  and  llieoretmal  Studies  of  the 
*  Zirconium-Water  Reaction,  ANL-6548,  page  7,  May  1962. 

PWR  FLECHT  (Full  Length  Emergency  Cooling  Heat  Transfer)  Final  Report  Westinghouse  Report  WCAP-7665>,  April 
1971. 

Federal  Specifications 

Naval  Publications  and  Forms  Center,  5801  Tabor  Road,  Philadelphia,  PA  19120 
GSA  Interim  Federal  Specification  W-A-00450B  (GSA-FSS):  Alarm  Systems,  Interior,  Security.  Components  For.. _ — 73.50 

General  Electric  Company 

Nuclear  Energy  Business  Group,  Technical  Support  Services.  MC-211,  175  Curtner  Ave.,  San  Jose,  CA  95125 
Loss-of-Coolant  Accident  and  Emergency  Core  Cooling  Models  for  General  Electric  Boiling  Water  Reactors.  General  Part  50,  App.  K. 

,  Electric  Company  Report  NEDO-10329,  April  1971.  LD.7.C 

Institute  of  Electrical  and  Electronic  Engineers 
United  Engineering  Center,  345  East  47th  St,  New  York,  NY  10017 

IEEE-279  Criteria  for  Protection  Systems  for  Nuclear  Generating  Stations,  dated  August  30, 1968  and  June  3, 1971 _ _  50.55a(h) 

International  Atomic  Energy  Agency 

Available  from:  Assistant  Director  for  Export/Import  and  International  Safeguards,  Office  of  International  Progams, 

Nuclear  Regulatory  Commission.  Washington,  DC  20555 

IAEA  INFCICR/225  Rev.  1,  The  Physical  Protection  of  Nuclear  Material . . .  110.43(a)(1) 

National  Rifle  Association 

Competitions  &  Training  Division.  1600  Rhode  Island  Ave.,  NW.,  Washington,  D.C.  29036 

NRA  Target  Manufacturers  Index,  December  1976 . . . . . . — - -  Part  73.  App.  B. 

,  IV.CL2-n.2 

Nuclear  Regulatory  Commission 
Office  of  Nuclear  Regulatory  Research.  Washington,  D.C.  20555 

NOl^  The  following  publication  is  approved  for  incorporation  by  reference  until  Apr.  1, 1982. 

Regulatory  Guide  8.15  “Acceptable  Programs  for  Respiratory  Protection”  Oct.  1976 . .  20.103(c) 

10  CFR  CHAPTER  D  (PARTS  420  TO  699) 

DEPARTMENT  OF  ENERGY 

10  CFR 

Part  420  State  energy  conservation  plans 

American  Society  of  Heating,  Refrigerating  and  Air  Conditioning  Engineers,  Inc. 

345  East  47th  St..  New  Yoric,  NY  10017 

Standard  90,  Energy  Conservation  in  New  Building  Design.  Sections  4-8  (Aug.  11, 1975) _ _ _ .............  .—  420.2;  420.7 

Part  430-Energy  conservation  program  for  consumer  products 

Air-Conditioning  and  Refrigeration  Institute 
1815  N.  Fort  Myer  Drive.  Arlington,  VA  22209 

ARI  210-79  Standard  for  Unitary  Air  Conditioning  Equipment . . . .  Part  430,  Subpart 

B,  Appendix  M 

ARI  240-77  Standard  for  Air-Source  Unitary  Heat  Pump  Equipment . . . .  Part  430,  Subpart 

B,  Appendix  M 

ARI  280-74  Standard  for  Central  Forced-Air  Electric  Heating  Equipment . . .  Part  430,  Subpart 

B,  Appendix  N 

ARI  320-76  Standard  for  Water  Source  Heat  Pumps . . . - . _ _  Part  430,  Subpart 

B,  Appendix  M 

ARI  610-74  Standard  for  Central  System  Humidifiers . ..............-..-.............—.I..—. - -  Part  430,  Subpart 

B,  Appendix  Kl 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  B38.1-1970  Method  of  testing  for  Household  Refrigerators,  Combination  Refrigerator  Freezers  and  Household  Part  430,  Subpart 
Freezers.  B.  Appendix  A 

and  B 

ANSI  Bl 49.1-1972  DehumidiHers . . . . .  Part  430,  Subpart 

B,  Appendix  L 

ANSI  C16.13-1961  Monochrome  Television  Broadcast  Rticciver.?.-, . .  . . .  Part  430,  Subpart 

B.  Appendix  H 

ANSI  Zll.182-1965  (R  1971),  Standard  Method  of  Test  for  Smoke  Density  in  the  Hue  Gases  from  Distillate  Fuels  (ASTM  Part  430,  Subpart 
D  2150-65  (1975)).  B,  Appendix  N 

and  O 


10  CFR 


Part  5a  App.  K. 
LA.5 

Part  5a  App.  K. 
I.D.5 
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10  CFR 

ANSI  Z21.10.1-1975  Gas  Water  Heaters . . . . . .  Part  430,  Subpart 

B,  Appendix  E 

ANSI  Z21.11.1-1974  ANS  for  Gas-Fired  Room  Heaters,  Vol.  1,  Vented  Room  Heaters . . . . . .  Part  430,  Subpart 

B,  Appendix  O 

ANSI  Z21.13-1974  ANS  for  Gas-Fired  Low  Pressure  Steam  and  Hot  Water  Heating  Boilers . . .  Part  430,  Subpart 

B,  Appendix  N 

ANSI  Z21.44-1973  Gas  Fired  Gravity  and  Fan  Type  Direct  Vent  Wall  Furnaces . . .  Part  430,  Subpart 

B,  Appendix  O 

ANSI  Z21.47-1978  Gas  Fired  Central  Furnaces . . .  Part  430,  Subpart 

B,  Appendix  N 
and  O 

ANSI  Z21.48-1976  Gas  Fired  Gravity  and  Fan  Type  Floor  Furnaces .  Part  430,  Subpart 

B,  Appendix  O 

ANSI  Z21.49-1975  Gas  Fired  Gravity  and  Fan  Type  Vented  Wall  Furnace . . .  Part  430,  Subpart 

B,  Appendix  O 

ANSI  Z91.1-1972  ANS  Performance  Requirements  for  Oil-Powered  Central  Furnaces .  Part  430,  Subpart 

B,  Appendix  N 

ANSI  Z224.1-1971  Performance  Evaluation  Procedures  for  Household  Washers  (AHAM  HLW-1,  Dec.  1971) .  Part  430,  Subpart 

B,  Appendix  J 

ANSI  Z234.1-1972  Room  Air  Conditioners . . .  Part  430,  Subpart 

B,  Appendix  F 

ANSI  Z23S.1-1972  Appliance  Humidifier  Standard  (AHAM  HU-1-72} . . .  Part  430,  Subpart 

B,  Appendix  K2 

American  Society  of  Heating,  Refrigerating  and  Air-Conditioning  Engineers,  Inc. 

345  East  47th  St.  New  York,  NY  10017  , 

ASHRAE  Standard  16-69  Method  of  Testing  for  Rating  Room  Air  Conditioners . . — - . .  Part  430,  Subpart 

B,  Appendix  F 

ASHRAE  Standard  37-78  Method  of  Testing  for  Rating  Unitary  Air  Conditioning  and  Heat  Pump  Equipment .  Part  430,  Subpart 

B,  Appendix  M 

American  Society  for  Testing  and  Materials 
1916  Race  St.,  Philadelphia,  PA  19103 

ASTM  D  396-78  Standard  Specification  for  Fuel  Oils.... . . . . .  430.2  definition  of 

“OU” 

ASTM  D  2156-65  (1975)  Method  of  Test  for  Smoke  Density  in  Flue  Gases  fiom  Distillate  Fuels  (ANSI  Z  11.182-1965  (R  Part  430,  Subpart 
1971)).  B.  Appendix  N 

and  O 

Association  of  Home  Appliance  Manufacturers 
20  N.  Wacker  Dr.,  Chicago,  IL  60606 

AHAM  HLD-1,  June  1974  Performance  Evaluation  Procedure  for  Household  Tumble  Type  Clothes  Dryers .  Part  430,  Subpart 

B,  Appendix  O 

AHAM  HLD-2EG  December  1975  Test  Method  for  Measuring  Energy  Consumption  of  Household  Tumble  Type  Clothes  Part  430,  Subpart 
Dryers.  B,  Appendix  D 

AHAM  HLW-2EC,  December  1975  Test  Method  for  Measuring  Energy  Consumption  of  Household  Clothes  Washers ........  Part  430,  Subpart 

B,  Appendix  I 

AHAM  HLW-1,  December  1971  Household  Washer  Performance  Evaluation  Procedure.  (ANSI  Z  224.1-1971) .  Part  430,  Subpart 

B,  Appendix  J 

AHAM  HU-1-72.  Appliance  Humidifier  Standard  (ANSI  Z  235.1-1972) .  Part  430,  Subpart 

B,  Appendix  K2 

AHAM  HRF-2-ECFT-1975  Test  Procedures  to  Determine  the  Temperature  and  Energy  Consumption  of  Household  Part  430,  Subpart 
Refrigerators,  Combination  Refrigerator-Freezers,  and  Freezers.  B,  Appendix  A 

and  B 

Hydronics  Institute 

35  Russo  Place,  Berkeley  Heights,  N|  07922 

Testing  and  Rating  Standards  for  Cast  Iron  and  Steel  Heating  Boilers.  January  1977 . .  Part  430,  Subpart 

B,  Appendix  N 

Underwriters  Laboratories  Inc. 

207  East  Ohio  St.,  Chicago,  IL  60611 

UL  729-1976  Standard  for  Safety:  Oil-Fired  Floor  Furnaces .  Part  430,  Subpart 

B.  Appendix  O 

UL  730-1974  Standard  for  Safety:  Oil-Fired  Wall  Furnaces . .  Part  430,  Subpart 

B,  Appendix  O 

UL  896-1973  Standard  for  Safetv:  Oil-Bumins  Stoves .  Part  Snhnart 
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Part  438 — Federal  energy  management  and  planning  programs 

American  Society  of  Heating,  Refngeradng  and  Air-Conditioning  Engineers,  Inc 
345  East  47th  St.,  New  York,  NY  10017 

Standard  93-77  Methods  of  Testing  to  Determine  the  Thermal  Performance  of  Solar  CoUecton— . 

Part  440 — Weatherization  assistance  for  low-income  persons 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  A134.3-1972  Voluntary  Specifications  for  Aluminum  Combination  Storm  Windows  for  External  Application _ ....... 

ANSI  A134.4-1972  Voluntary  Specifications  for  Aluminum  Storm  Doors . 

ANSI  Z  91.2-1976  Performance  Requirements  for  Automatic  Pressure  Oil  Burners  of  the  Mechanical-Draft  Type _ _ 

American  Society  for  Testing  and  Materials 
1916  Race  Street,  Philadelphia,  PA  19103 

ASTM  C208-72  Insulating  Board  (Cellulosic  Fiber),  Structural  &  Decorative . 

ASTM  C516-67  Vermiculite  Loose  Fill  Insulation . 

ASTM  C534-70  Performed  Flexible  Elastomeric  Cellular  Thermal  Insulation  In  Sheet  &  Tublar  Form . 

ASTM  C549-73  Perlite  Loose  Fill  Insulation . 

ASTM  C552-73  Cellular  Glass  Block  &  Pipe  Thermal  Insulation . . . . 

ASTM  C578-69  Preformed,  Block  Type  Cellular  Polystyrene  Thermal  Insulation . . - . 

ASTM  C591-69  Rigid  Preformed  Cellular  Urethane  Thermal  Insulation . . . 

ASTM  C612-70  Mineral  Fiber  Block  &  Board  Thermal  Insulation . . . . . 

ASTM  C665-70  Mineral  Fiber  Blanket  Thermal  Insulation  &  Wood  Frame  &  Light  Construction  Buildings ........ _ ........ 

ASTM  C726-72  Mineral  Fiber  Roof  Insulation  Board . . . . . . 

ASTM  C739-73  (Loose  Fill)  Cellulosic  Fiber  (Wood  Base)  Loose  Fill  Thermal  Insulation......... . 

ASTM  C764-73  Mineral  Fiber  Loose  Fill  Thermal  Insulation . . 

Federal  SpeciHcations 

Naval  I^blication  and  Fdrms  Center,  5801  Tabor  Ave.,  Philadelphia,  PA  19120 
F.S.  HH-I-515C  Insulation  Thermal  (Loose  Fill  for  Pneumatic  or  Poured  Application):  (Cellulosic  or  Wood  Fiber) ............... 

F.S.  HH-I-521E  Insulation  Blankets,  Thermal  (Mineral  Fiber  for  Ambient  Temperahues) . . . 

F.S.  HH-I-524B  Insulation  Board,  Thermal  (Polystyrene) . . . 

F.S.  HH-I-526C  Insulation  Board,  Thermal  (Mineral  Fiber) . . . 

F.S.  HH-I-528B  Insulation  Batts  &  Blankets,  Thermal  (Vegetable  Fiber) . . . 

F.S.  HH-I-529B  Insulation  Board,  Thermal  (Mineral  Aggregate) . . . 

F.S.  HH-I-530A  Insulation  Board,  Thermal  (Urethane) . 

F.S.  HH-I-551E  Insulation  Block  &  Boards,  Thermal  (Cellular  Class) . 

F.S.  HH-I-558B  Insulation,  Blocks,  Boards,  Blankets,  Felts,  Sleeving  (Pipe  &  Tube  Covering),  &  Pipe  Fitting  Covering, 
Thermal  (Mineral  Fiber  Industrial  Type  (1-9-73)). 

F.S.  HH-I-573B  Insulation,  Thermal  (Flexible  Unicellular  Sheet  &  Pine  Covering . 

F.S.  HH-I-574A  Insulation,  Thermal  (Perlite) . 

F.S.  HH-I-585B  Insulation,  Thermal  (Vermiculite) . . . 


10  CFR 
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Part  440,  Appendix 
A 

Part  440,  Appendix 
A 


‘  *63488  Federal  Register  /  Vol.  46,  No.  251  /  Thursday,  December  31, 1981  /  Rules  and  Regulations 


10  CFR  CHAPTER  D  (PARTS  420  TO  699)— Continued 
DEPARTMENT  OF  ENERGY— Continued 

10  CFR 

F.S.  HH-1-1030A  Insulation,  Thermal  (Mineral  Fiber  for  Pneumatic  or  Pouted  Application) .  Part  440,  Appendix 

A 

F.S.  HH-1-1252A  Insulation,  Thermal,  Reflective  (Aluminum  Foil) .  Part  440,  Appendix ' 

A 

F.S.  LLL-I-535A  Insulation  Board,  Thermal  &  Insulation  Block,  Thermal . . . .  Part  440,  Appendix 

A 

Fir  and  Hemlock  Door  Association 

Yeon  Building,  Portland,  OR  92704N  _ 

Section  3  of  FHDA/5-75  Industry  Standard  for  Douglas  Fir,  Western  Hemlock,  &  Sitka  Spruce  Doors  &  Blinds .  Part  440,  Appendix 

A 

National  Bureau  of  Standards 
Department  of  Commerce,  Washington,  DC  20234 

NBS  Product  Standard  PS26-70:  Rigid  Poly  (Vinyl  Chloride)  (PVC)  Profile  Extrusions .  Part  440,  Appendix 

A 

National  Woodwork  Manufacturers  Association 
205  W.  Toughy  Ave.,  Parkridge,  IL  60068 

Section  3  of  NWMA  I.S.  1-73;  Wood  Flush  Doors .  Part  440,  Appendix 

A 

Section  3  of  NWMA  Industry  Standard  I.S.  2-73;  NWMA  Industry  Standard  for  Wood  Window  Units . . .  Part  440,  Appendix 

A 

Section  3  of  NWMA  I.S.  5-73;  NWMA  Industry  Standard  Ponderosa  Pine  Doors . . .  Part  440,  Appendix 

A 

Underwriters  Laboratories  Inc* 

207  East  Ohio  St.  Chicago,  IL  60611 

UL296/ANSIZ  96.2-1974  Oil  Burners . .  Part  440,  Appendix 


A  . 

Part  456 — Residential  energy  conservation  program 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 


ANSI  Z21.13-1977  Gas-Fired  Low  Pressure  Steam  Hot  Water  Heating  Boilers . . . .  456.814;  456.914 

ANSI  Z21.20-1979  ANSI  Standard  for  Automatic  Gas  Ignition  Systems  and  Components 456.814 

ANSI  Z21.47-1978  ANSI  Standard  for  Gas-fired  Central  Furnaces . . . . . . .  456.814;  456.914 

ANSI  Z21.59-1974  Gas-fired  High  Pressure  Steam  and  Hot  Water  Heating  Boilers . .  456.814 


ANSI  Z21.66-1978  ANSI  Standard  for  Electrically-Operated  Automatic  Vent  Damper  Devices  for  Use  with  Gas-fired  456.814;  456.914 
Appliances. 

ANSI  Z21.67-1978  ANSI  Standards  for  Mechanically-Actuated  Automatic  Vent  Damper  Devices  for  Use  with  Gas-fired  456.814;  456.914 
Appliances. 

ANSI  Z21.68-1978  ANSI  Standard  for  Thermally-Actuated  Automatic  Vent  Damper  Devices  for  Use  with  Gas-fired  456.814;  456.914 
Appliances. 

ANSI  Z91.2-1976  Performance  Requirements  for  Automatic  Pressure  Oil  Burners  of  the  Mechanical  Draft  Type _ _ _  456.814;  456.913 

ANSI  Z96.1-1978/UL  727  Oil-fired  Central  Furnaces . . . . . . . 456.814 

ANSI  Z96.2-1974/UL  296  Oil  Burners . . . .  456.814 

ANSI  Z96.3-1975/UL  726  Oil-fired  Boiler  Assemblies . . ■- - - - - -  456.814 

ANSl/AAMA  1002,9-1977  Voluntary  Specification  for  Aluminum  Combination  Storm  Windows  for  External  Applies-  456.813 
tions. 

ANSI/  AAMA  1102.7-1977  Volimtary  Specifications  for  Aluminum  Storm  Doors . . . .  456.813 

ANSl/ASTM  B 152-79  Standard  Specification  for  Copper  Sheet,  Strip,  Plate,  and  Rolled  Bar . . - . , .  456.810 

ANSI/ASTM  B  446-75  Standard  Specification  for  Nickel-Chromium-Molybdenum-Columbium  Alloy  (UNS06625)  Rod  456.810 
and  Bar. 

ANSI/ASTM  D  2156-65  (1975)  ANSI  Standard  Method  of  Tests  for  Smoke  Density  in  the  Flue  Cases  from  Distillate  456.913 
Fuels. 

ANSI/NWMA 15. 2-73  Industry  Standard  for  Wood  Windows . . . .  456.813 

ANSI/NWMA  I.S.  5-73  Ponderosa  Pine  Doors . . . .  456.813 

American  Society  for  Testing  and  Materials 
1916  Race  St.  Philadelphia,  PA  19103 

ASTM  C 177-76  Standard  Test  Method  for  Steady  State  Thermal  Transmission  Properties  by  Means  of  the  Guarded  Hot  456.810 
Plate. 

ASTM  C  236-66  (1971)  Standard  Test  Method  for  Thermal  Conductance  and  Transmittance  of  Built-up  Sections  "by  456.810 
Means  of  the  Guarded  Hot  Box. 

ASTM  C  272-53  Test  for  Water  Absorption  of  Core  Materials  for  Structural  Sandwich  Constructions . . . 456.907 

ASTM  C  355-64  Tests  for  Water  Vapor  Transmission  of  Thick  Materials . .  456.907 

ASTM  C  516-75  Standard  Specification  for  Vermiculite  Loose  Fill . 456.806 

ASTM  C  518-76  Standard  Test  Method  for  Steady  State  Thermal  Transmission  Properties  by  the  Means  of  Heat  Flow  456.810 

Meter. 
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ASTM  C  520-65  (1975)  Standard  Method  for  Density  of  Granular  Loose-HU  Insulation  _ _ _ _ 

ASTM  C  570-72  Specification  for  Oil  and  Resin  Based  Caulking  Compound  for  Building  Construction . 

ASTM  C  578-69  Standard  Specification  for  Preformed,  Block-Type  Cellular  Polystyrene  Thermal  Insulation _ 

ASTM  C  755-73  Standard  Recommended  Practice  for  Selection  for  Vapor  Barriers  for  Thermal  Insulation _ 

ASTM  C  790-74  Standard  Recommended  Practices  for  Use  of  Latex  Sealing  Compounds . 

ASTM  C  797-75  Standard  Recommended  Practices  and  Terminology  for  Use  of  Oil-  and  Resin-Based  Putty  and  Glazing 
Compounds. 

ASTM  C  804-75  Standard  Recommended  Practices  for  Use  of  Solvent  Release  Type  Sealants . . 

ASTM  C  834-76  SpeciHcation  for  Latex  Sealing  Compounds . . . . 

ASTM  D  257-78  Test  for  DC  resistance  or  Conductance  of  Insulating  Materials . . — _ — — 

ASTM  D 1622-63  (1975)  Standard  Method  of  Test  for  Apparent  Density  of  Rigid  Cellular  Plastics _ _ _ 

ASTM  E  84-79B  Standard  Test  Method  for  Surface  Burning  Characteristics  of  Building  Materials _ _ 


ASTM  E  96-66  (1972)  Standard  Test  Method  for  Water  Vapor  Transmission  of  Materials  in  Sheet  Form. 

ASTM  E 119-79  Standard  Methods  of  Fire  Tests  of  Building  Construction  and  Materials . 

ASTM  E 136-79  Behavior  of  Materials  in  a  Vertical  Tube  Furnace  at  750°  C . 


ASTM  E  283-73  Standard  Test  Method  for  Rate  of  Air  Leakage  Through  Exterior  Windows.  Curtain  Walls  and  Doors _ 

ASTM  E  576-76  Standard  Test  Method  for  Dew/Frost  Point  of  Sealed  Insulating  Glass  Units  in  Vertical  Position _ 

ASTM  E  737-80  Standard  Practice  for  the  Installation  of  Storm  Windows,  Replacement  Windows,  Multi-Glazing.  Storm 
Doors  and  Replacement  Doors. 

ASTM  G  1-72  (1979)  Standard  Recommended  Practice  for  Preparing,  Cleaning,  and  Evaluating  Corrosion  Test 
Speciments. 

Building  Officials  and  Code  Administrators,  International  Inc. 

17926  S.  Halsted  St.,  Homewood.  IL  60430 

BOCA  Research  Report  No.  72-23 . . . 

Commerce  Department,  National  Bureau  of  Standards 
Washington,  DC  20234 

NBS/PS  26-70  Rigid  Polyvinyl-chloride  Profile  Extrusions . 


10  CFR 

456.806:  456.807 

456.812 

456  808 

456.903 

456.916 

456.916 

456.916 

456.812 
456.810 
456.810 

456.808;  456.809; 

456.810;  456.812 
456.805 

456.906;  456.907 
456.804;  456.805; 
456.905;  456.906 

456.813 

456.802;  456.813 
456.911 


Environmental  Protection  Agency 
Cincinnati,  OH  45288 

EPA  Report  No.  600/2-75-069a  Guidlines  for  Residential  Oil  Burner  Adjustments  . . . . - . 

Federal  Specifications 

Naval  I^blication  and  Forms  Center,  5801  Tabor  Ave.,  I%iladelphia,  PA  19120 
HH-I-515D  (6/78)  Insulation,  Thermal  (loose-fill  for  Pneumatic  or  Poured  Application):  Cellulosic  or  Wood  Fiber . 


HH-I-524B  (11/72 — Interim  Amendment,  1/76)  Insulation,  Board,  Thermal  (Polystyrene) . . . 

HH-I-530A  (1971  and  Interim  Amendment  3,  5/76)  Insulation,  Board,  Thermal  (Polyurethane  and  Polyiscocynurate) _ 

HH-I-558B  (1971  and  Interim  Amendment  3,  5/76)  Insulation  Blocks,  Boards,  Blankets,  Felts,  Sleeving,  and  Pipe  Fitting 
Coverings. 

HH-I-573B  (1968  and  Interim  Amendment,  1976)  Insulation  Thermal,  (Flexible  Unicellular  Sheet  and  Pipe  Covering) - 

HH-1-574B  (1974  and  Interim  Amendment  1, 9/76)  Insulation,  Thermal  (Perlite) . 

TT-S-00227E  (1969  and  Amendment  3,  10/70)  Sealing  Compound,  Elastomeric  Type,  Multi-Component  (for  Caulking, 
Sealing,  and  Glazing  in  Buildings  and  Other  Structures), 

TT-S-001657  (COM-NBS)  (1970)  Sealing  Compound,  Single  Component  Butyl  Rubber  Base,  Solvent  Release  Type  (for 
Buildings  and  Other  Types  of  Construction). 

TT-S-00230C  (COM-NBS)  (1970  and  Amendment  2, 10/70)  Sealing  Compoimd,  Elastomeric  Type.  Single-Component,  (for 
Caulking,  Sealing,  and  Glazing  in  Buildings  and  Other  Structures). 

Housing  and  Urban  Dovelopment  Department 

Office  of  Technical  and  Credit  Standards,  Room  6156, 451  Seventh  St.,  SW.,  Washington,  DC  20410 
HUD  Intermediate  MPS  Supplement  4930.2-1977  Solar  Heating  and  Domestic  Hot  Water  Systems - - — ........... 

Use  of  Materials  Bulletin  No.  39  (Sept.  IS,  1964)  Labels  of  Independent  Programs  for  Certifying  Aluminum  Windows  and 
Sliding  Glass  Doors. 

Use  of  Material  Bulletin  No.  59a  (July  16, 1974)  Labels  Identifying  Independent  CertiBcation  of  Wood  Windows _ 

National  Flra  Protection  Administration 
470  Atlantic  Ave.,  Boston,  MA  02210 

NFPA-31-1978 1978-National  Fire  Code,  Standard  for  the  Installation  of  Oil  and  Burning  Equipment. . . 

NFPA-54/ANSI  Z223.1-1-1974  National  Fuel  Gas  Code,  Part  I,  Installation  of  Gas  Piping  and  Gas  Equipment  on  Non- 
Industrial  Premises. 


456.803;  456.804; 

456.805 

456.806 

456.809 

456.812 


NFPA-70-1978  National  Electric  Code,  1976.. 


456.702;  456.703; 

45&704 

456.813 


456.905;  456.906; 
456.907;  456.909; 

456.913 

456.905;  456.906; 
456.907;  456.909; 

456.914 

456.914;  456.705 
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NFPA-211-1977  National  Fire  Code  Standard  for  Chimneys,  Fireplaces,  and  Vents 


Sandia  Laboratory 

Environmental  Research  Division-5333,  Albuquerque.  NM  87185 
SAND  77-1375-1978  Sandia  Laboratories  Report,  Performance  Evaluation  of  Wind  Energy  Conversion  Systems  Using 
the  Method  of  Bins. 

Underwriters  Laboratories  Inc. 

Publication  Stock,  333  Phngsten  Road,  Northbrook,  IL  60062 

UL  559,  3rd  Ed.-1975,  Amendments  through  1978  Standard  for  Heat  Pumps . 

Part  474  Electronic  and  Hybrid  Vehicle  research,  developmenL  and  demonstration  program;  equivalent  petroleum 
based  fuel  economy  calculation 
Society  of  Automotive  Engineers 
400  Commonwealth  Dr.,  Warrendale,  PA  15096 

SAE  )227a,  as  revised  Feb.  1976,  Electric  Vehicle  Test  Procedure . . . . . . 

Part  475  Electric  and  hybrid  vehicle  research,  development,  and  demonstration  project 

Society  of  Automotive  Engineers 
400  Commonwealth  Dr.,  Warrendale,  PA  15096 

SAE  J227a,  as  revised  Feb.  1976,  Electric  Vehicle  Test  Procedure . . . 

12  CFR  CHAPTER  VD  (PARTS  700  TO  799) 

NATIONAL  CREDIT  UNION  ADMINISTRATION 
National  Credit  Union  Administration 
1776  G  St..  NW..  Washington,  D.C.  20456 

NOTE:  The  following  publications  are  approved  for  incorporation  by  reference  until  July  1, 1982. 


NCUA  8001-Federal  Credit  Union  Bylaws  (August  1972  &  December  1977,  July  1978,  and  August  1980  changes). 

NCUA  8009-Data  Processing  Guidelines  for  Federal  Credit  Unions  (September  1972) . 

NCUA  8022-Accounting  Manual  For  Federal  Credit  Unions  (Jan.  1975,  and  Oct.  1975  and  June  1976  changes) . 

These  documents  are  also  available  from: 

NCUA  Region  I 

441  Stuart  St.,  6th  Floor,  Boston,  MA  02116 
NCUA  Region  U 

New  Federal  Building,  228  Walnut  St.,  Box  926,  Harrisburg,  PA  17108 
NCUA  Region  lU 

1365  Peachtree  St.,  N.E..  Suite  500,  Atlanta,  GA  30367 
NCUA  Region  IV 

Federal  Office  Building,  Room  704,  234  N.  Summit  St.,  Toledo,  OH  43604 
NCUA  Region  V 

515  Congress  Ave.,  Suite  1400,  Austin,  TX  78701 
NCUA  Region  VI 

Two  Embarcadero  Center,  Suite  1830,  San  Francisco,  CA  94111 

13  CFR  CHAPTER  I  (PARTS  100  TO  199) 

SMALL  BUSINESS  ADMINISTRATION 


American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  A117.1-1980  American  National  Standard  Specifications  for  Making  Buildings  and  Facihties  Accessible  to  and 
Usable  by  the  Physically  Handicapped. 

14  CFR  CHAPTER  I  (PARTS  1  TO  59) 

FEDERAL  AVIATION  ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION 


American  National  Standards  Institute 

1430  Broadway,  New  York.  NY  10018  ' 

lEC  Publication  No.  179  Precision  Sound  Level  Meters,  (1973) . . . . . . . . . . 

Part  936,  Appendix  A.  Section  A36.3 . 

lEC  Publication  No.  225  Octave,  Half-Octave,  Third-Octave  Band  Filters  Intended  for  the  Analysis  of  Sounds  and 
Vibrations,  (1966).. 

Part  938,  Appendix  A,  Sec.  A36.3 . 

Federal  Aviation  Administration 
800  Independence  Ave.,  SW..  Washington.  DC  20590 


10  CFR 

456.905;  456.906; 
456.907;  456.909; 
456.912 


456.705 


456.814 


474.3 


475.3;  475.10;  475.11 


12  CFR 
701.2(d)(2) 
701.2(d)(3) 
701.2(d)(1) 


IS  CFR 


113.3-3(c) 


14  CFR 
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TSO-C77,  Gas  Turbine  Auxiliary  Power  Units  (May  20, 1963) . . . . . . . . . .  25.1522;  29.1522 

TSO-C91,  Emergency  Locator  Transmitters  (Oct.  21. 1971) .  25.1415;  29.1415 

Pratt  &  Whitney  Aircraft  Co. 

400  East  Main  St.,  Bast  Hartford,  CT  06106 

Engineering  Change  No.  197707 .  Part  11,  CT’AR  27, 

Sec.  14(b). 

Service  Bulletin  2417 . . . .  Part  11,  SFAR  27, 

Sec.  14(b). 

Service  Bulletin  2531 . . - . - . . . . .  Part  11,  SFAR  27, 

Sea  14(b). 

Society  of  Automotive  Engineers,  Inc. 

400  Commonwealth  Dr.,  Warrenton,  PA  15096 

SAE  ARP  866A  Standard  Values  at  Atmospheric  Absorption  as  a  Function  of  Temperature  and  Humidity  for  Use  in  Part  36,  Appendix 
Evaluating  Aircraft  Flyover  Noise,  (March  15, 1975).  A.  Sec  A36.9 

U.S.  Government  Printing  Office  ' 

Superintendent  of  Documents,  Washington,  D.C.  20402 

ANC-18  Bulletin  Design  of  Wood  Aircraft  Structures  ()une  1951,  Second  Edition) . - . . . . . . . .  23.613;  25.613; 

27.613;  29.613. 

Military  Handbook  MIL-HDBK-5C  Vol  1  &  Vol  2  Metallic  Materials  and  Elements  for  Flight  Vehicle  Structures,  23.613;  23615; 
(September  15, 1976,  as  amended  through  December  15, 1978).  25.663;  27613; 

29.613;  29.685. 

Military  Handbook  MIL-HDBK-17A  Plastics  for  Aerospace  Vehicles  Qanuary,  1971) . . . .  23.613;  25.613; 

27.613;  29.613. 

Military  Handbook  M1L-HDBK-23A  Structural  Sandwich  Composites  (December  30, 1968) — .  23.613;  25.613; 

27.613;  29.613. 

14  CFR  CHAPTER  I  (PARTS  60  TO  199) 

FEDERAL  AVIATION  ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION 

14  CFR 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

International  Electrotechnical  Commission  Publication  No.  179,  Precision  Sound  Level  Meters . . . .  Part  150,  A1506 

Federal  Aviation  Administration 

National  Flight  Data  Center,  800  Independence  Ave.  SW.,  Washington,  D.C.  20590 
Federal  Aviation  Administration  Advisory  Circulars: 

Copies  of  FAA  Advisory  Circulars  are  available  from  the  addresses  listed  at  the  end  of  this  table. 

150/5100-12  Electron  Navigational  Aids  Approved  for  Funding  Under  the  Airport  Development  Aid  Program  (ADAP)  152.11 
(1976).  • 

150/5190-3A  Model  Airport  Hazard  Zoning  Ordinance  (1972) . . . . . . . . . .  152.11 

150/5210-7A  Aircraft  Fire  and  Rescue  Corrununications  (1972) . . . .  152.11 

150/5210-10  Airport  Fire  and  Rescue  Equipment  Building  Guide  (1967) . . . . . . . . . . .  152.11 

150/5300-2C  Airport  Design  Standards — Site  Requirements  for  Terminal  Navigational  Facilities  (Throu^  change  1.  152.11 

1976). 

150/5300-4B  Utility  Airports — ^Air  Access  to  National  Transportation  (Through  change  1, 1976) - - -  152.11 

150/5300-6  Airport  Design  Standards — General  Aviation  Airports — ^Basic  and  General  Transport  (Through  change  2,  152.11 

1969). 

150/5300-8  Planning  and  Design  Criteria  for  Metropolitan  STOL  Ports  (1970) . . . .  152.11 

150/5320-5B  Airport  Drainage  (1970) . . . . . . . . . . . .  152.11 

150/5320-6B  Airport  Pavement  Design  and  Evaluation  (Through  change  1, 1974) . . . . . .  152.11 

150/5320-10  Environmental  Enhancement  at  Airports — Industrial  Waste  Treatment  (1974) . .  152.11 

150/5320-12  Methods  for  the  Design,  Construction,  and  Maintenance  of  Skid  Resistant  Airport  Pavement  Surfaces  (1975)  152.11 

150/5325-2C  Airport  Design  Standards — Airports  Served  by  Air  Carriers — Surface  Gradient  and  Line-of-Sight  (Through  152.11 
change  1, 1975). 

150/5325-4  Runway  Length  Requirements  for  Airport  Design  (1977) .  152.11 

150/ 5325-6A  Airport  Design  Standards — Effect  and  Treatment  of  Jet  Blast  (1972) . . . . . . .  152.11 

150/5325-8  Compass  Calibration  Pad  (1969) _ _ _ _ _ _ _ _ _ _ _ _ _  152.11 

lSO/5335-lA  Airport  Design  Standards — Airports  Served  by  Air  Carriers — ^Taxiways  (1970,  through  change  2. 1976) _ — .  152.11 

150/5335-2  Airport  Aprons  (1965) . - .  152.11 

150/5335-3  Airport  Design  Standards — ^Airports  Served  by  Air  Carriers — Bridges,  and  Tunnels  on  Airports  (1971) _ 152A1 

150/5335-4  Airport  Design  Standards — Airports  Served  by  Air  Carriers — Runway  Geometries  (Through  change  1, 1976)  -  152.11 

150/5340-lD  Marking  of  Paved  Areas  on  Airports  (1973) . 152.11 
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150/5340-4C  Installation  Details  for  Runway  Centerline  and  Touchdown  Zone  Lighting  Systems  (Through  change  1,  152.11 

1975). 

150/5340-5A  Segmented  Circle  Airport  Marker  System  (1971) .  152.11 

150/5340-8  Airport  51-foot  Tub'ilar  Beacon  Tower  (1964) .  152.11 

150/5340-14B  Economy  Approach  Lighting  Aids  (Through  change  2, 1975) .  152.11 

150/5340-17A  Standby  Power  for  Non-FAA  Airport  Lighting  System  (1971) . . .  152.11 

150/5340-18  Taxiway  Guidance  Sign  System  (1968) .  152.11 

150/5340-19  Taxiway  Centerline  Lighting  System  (1968) .  152.11 

150/5340-20  Installation  Details  and  Maintenance  Standards  for  Reflective  Markers  for  Airport  Runway  and  Taxiway  152.11 
Centerlines  (1969). 

150/5340-21  Airport  Miscellaneous  Lighting  Visual  Aids  (1971) .  152.11 

150/5340-22  Maintenance  Guide  for  Determining  Degradation  and  Cleaning  of  Centerline  and  Touchdown  Zone  Lights  152.11 
(1971,  change  1, 1976). 

150/5340-23A  Supplemental  Wind  Cones  (1975) . . .  152.11 

150/5340-24  Runway  and  Taxiway  Edge  Lighting  System  (1975) .  152.11 

150/5340-25  Visual  Approach  Slope  Indicator  (VASI)  Systems  (Through  change  1, 1977) .  152.11 

150/5345-lE  Approved  Airport  Lighting  Equipment  (Through  change  1, 1977) .  152.11 

150/5345-2  SpeciHcations  for  L-810  Obstruction  Light  (through  change  1, 1963) .  152.11 

150/5345-3C  Specification  for  L-821  Panels  for  Remote  Control  of  Airport  Lighting  (1977) .  152.11 

150/5345-4  Specification  for  L-829  Internally  Lighted  Airport  Taxi  Guidance  Sign  (Through  change  1, 1967) .  152.11 

150/5345-5  Specification  for  L-847  Circuit  Selector  Switdi,  5,000  Volt  20  Ampere  (1963) .  152.11 

150/5345-7C  Specification  for  L-824  Underground  Electrical  Cable  for  Airport  Lighting  Circuits  (1976) .  152.11 

150/5345-10C  Specification  for  L-828  Constant  Current  Regulators  (1971) .  152.11 

150/5345-11  Specification  for  L-812  Static  Indoor  Type  Constant  Current  Regulator  Assembly;  4  KW  and  7V&  KW,  With  152.11 
Brightness  Control  for  Remote  Operation  (1964). 

150/5345-12A  Specification  for  L-801  Beacon  (Through  change  1, 1974) .  152.11 

150/5345-13  Specification  for  L-841  Auxiliary  Relay  Cabinet  Assembly  for  Pilot  Control  of  Airport  Lighting  Circuits  152.11 
(1964). 

150/5345-18  Specification  for  L-811  Static  Indoor  Type  Constant  Current  Regulator  Assembly,  4  KW;  With  Brightness  152.11 
Control  and  Runway  Selection  for  Direct  Operation  (Through  change  1, 1975). 

150/5345-21  Specification  for  L-813  Static  Indoor  Type  Constant  Current  Regulator  Assembly;  4  KW  and  IVz  KW;  for  152.11 
Remote  Operation  of  Taxiway  Lights  (1964). 

150/5345-26A  Specification  for  L-823  Plug  and  Receptacle,  Cable  Connectors  (Through  change  1, 1971) .  152.11 

150/5345-27A  Specification  for  L-807  Eight-foot  and  Twelve-foot  Unlighted  or  Externally  Lighted  Wind  Cone  Assem-  152.11 
blies  (1969). 

150/5345-28C  Specification  L-851  Visual  Approach  Slope  Indicators  and  Accessories  (1977) .  152.11 

150/5345-36  Specification  for  L-808  Lighted  Wind  Tee  (1965) .  152.11 

150/5345-39A  FAA  Specification  for  L-853,  Rimway  and  Taxiway  Retroreflectiv^  lyiaikc’T.  (1971) .  152.11 

150/5345-42A  FAA  Specification  L-857,  Airport  Light  Bases,  Transformer  Housings,  and  Junction  Boxes  (Through  152.11 
change  1, 1975). 

150/5345-43B  FAA/DOD  Specification  L-856,  High  Intensity  Obstruction  Lighting  Systems  (1973) .  152.11 

150/5345-44A  Specification  for  L-858  Retroreflective  Taxiway  Guidance  Sign  (1971) .  152.11 

150/5345-45  Lightweight  Approach  Light  Structure  (1973) .  152.11 

150/5345-46  Specification  for  Semiflush  Airport  Lights  (Tlurough  change  1, 1975) .  .  152.11 

150/5345-47  Isolation  Transformers  for  Airport  Lighting  Systems  (1975) .  152.11 

150/5345-48  Specification  for  Runway  and  Taxiway  Edge  Lights  (Thorugh  change  1, 1976) .  152.11 

150/5360-6  Airport  Terminal  Building  Development  with  Federal  Participation  (1976) . . .  152.11 

150/5360-7  Planning  and  Design  Considerations  for  Airport  Terminal  Building  Development  (1976) .  152.11 

150/5370-7  Airport  Construction  Controls  to  Prevent  Air  Water  Pollution  (1971) . , . .  152.11 

150/5370-9  Slip-Form  Paving — Portland  Cement  Concrete  (1973) .  . . . .  152.11 

150/5370-10  Standards  for  Specifying  Construction  of  Airports  (1974) . . ^ . — .  152.11 

150/5370-11  Use  of  Nondestructive  Testing  Devices  in  the  Evaluation  of  Airport  Pavements  (1976) . .  152.11 

150/5390-lA  Heliport  Design  Guide  (1969) . . .  152.11 

3&-3B  Estimated  Airplane  Noise  Levels  in  A-Weighted  Decibels  (1981) . . .  159.40 

Address  Table  for  Federal  Aviation  Administration  Advisory  Circulars; 

FAA  Distribution  Unit,  M-443.1,  Department  of  Transportation  Warehouse,  1725  15th  St.  NE.,  Washington,  D.C.  20002 
Airports  Division,  ANE-600,  Federal  Aviation  Administration,  12  New  England  Executive  Park,  Burlington,  MA  01803 

Airports  Division,  AEA-600,  Federal  Aviation  Administration,  Federal  Building,  Room  329,  John  F.  Kennedy  International  Airport,  Jamaica,  NY 
11430 

Airports  District  Office,  ADO-NYC,  Federal  Aviation  Administration,  Colonial  Building,  181  S.  Franklin  Ave.,  Valley  Stream,  NY  11581 
Airports  District  Office,  ADO-^iAR,  Federal  Aviation  Administration,  .Terminal  Building,  Capital  City  Airport,  Nhw  Cumberland,  PA  17070 
Airports  District  Office,  ADO-WASH,  Federal  Aviation  Administration,  900  South  Washington  St.,  Falls  Church,  VA  22046 
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Airports  Field  Office,  Federal  Aviation  Administration,  Route  9 — Box  31-C,  Beaver,  WV  25813 
Airports  Division,  ASO-600,  Federal  Aviation  Administration,  3400  Whipple  St,  East  Point,  CA  30344 

Airports  District  Ofiice,  ADO-ATL,  Federal  Aviation  Administration,  Suite  C,  Room  116,  1566  Willingham  Drive,  College  Park,  GA  30337 

Airports  District  Office,  ADO-MIA,  Federal  Aviation  Administration,  FAA/NWS  Building,  Miami  International  Airport  Miami,  FL  33159 

Airports  District  Office,  ADO-MEM,  Federal  Aviation  Administration,  3973  Knight  Arnold  Rd.,  Suite  103,  Memphis,  TN  38118 

Airports  District  Office,  ADO-)AN,  Federal  Aviation  Administration,  FAA  Building — ^Municipal  Airport,  Jackson,  MS  39206 

Airports  Division,  AGI^^OO,  Federal  Aviation  Administration,  2300  East  Devon  Ave.,  Des  Plaines,  IL  60018 

Airports  District  Office,  CHI-ADO,  Federal  Aviation  Administration,  2300  East  Devon  Ave.,  Des  Maines,  IL  60018 

Airports  District  Office,  DET-ADO,  Federal  Aviation  Administration,  Building  358,  Detroit  Metropolitan  Airport,  Detroit,  MI  48242 

Airports  District  Office,  MSP-ADO,  Federal  Aviation  Administration,  6301  34th  Ave.  South,  Minneapolis,  MN  55450 

Airports  Division,  ACE-600,  Federal  Aviation  Administration,  Ftederal  Building,  601  East  12th  SL,  Kansas  City,  MO  64106 

Airports  Division,  ASW-600,  Federal  Aviation  Administration,  4400  Blue  Mound  Rd.,  Fort  Worth,  TX  76131 

Airports  District  Office,  ASW-^OU-ADO,  Federal  Aviation  Administration,  Wm.  P.  Hobby  Airport,  8800  Paul  B.  Koonce  Dr.,  Houston,  TX 
77061 

Airports  District  Office,  ASW-ABQ-ADO,  Federal  Aviation  Administration,  NWS/FAA  Building,  Albuquerque  International  Airport,  P.O.  Box 
9253,  Albuquerque,  NM  87119 

Airports  District  Office,  ASW-OKC-ADO,  Federal  Aviation  Administration,  FAA  Building,  Room  204.  Wiley  Post  Airport  Bethany,  OK  73006 
Airports  Division,  ARM-600,  Federal  Aviation  Administration,  10455  East  25th  Ave.,  Aurora,  CO  80010 
Airports  Field  Office,  BlS-662,  Federal  Aviation  Administration,  2000  Airport  Rd.,  Bismarck,  ND  58501 

Airports  Field  Office,  HLN-662.  Federal  Aviation  Administration,  FAA  Building.  Room  2,  Helena  County  Airport  Helena.  MT  59601 
Airports  Division,  ANW-600,  Federal  Aviation  Administration,  FAA  Building,  Boeing  Field,  King  County  International  Airport  Seattle,  WA 
98108 

Airports  Division,  AWE-600,  Federal  Aviation  Administration,  15000  Aviation  Blvd.,  Lawndale,  CA  90261 
Airports  Field  Office,  AWE-680,  Federal  Aviation  Administration,  15000  Aviation  Blvd.,  Lawndale,  CA  90261 
Airports  Field  Office,  SFO-680,  Federal  Aviation  Administration,  831  Mitten  Rd.,  Burlingame,  CA  94010 

Airports  Division,  AALr^OO,  Federal  Aviation  Administration,  Anchorage  Federal  Office  Building,  P.O.  Box  14,  701  C.  St,  Anchorage,  AL  99513 
Airports  Division,  APC-600,  Federal  Aviation  Administration,  Prince  Jonah  Kuhio  Kalanianaole  Bldg..  300  Ala  Moana  Blvd.,  Honolulu,  HI  96813 

Standard  Instrument  Approach  Procedures  (SIAPS) .  Part  97 

Technical  Standard  Orders: 

TSO-ClOb,  Aircraft  Altimeter,  Pressure,  Activated,  Sensitive  fype  1. 1959) _ _ 

TSO-C74,  Airborne  ATC  Transponder  Equipment  (Feb.  20, 1973) . . . - 

TSO-C88,  Automatic  Pressure  Altitude  Digitizer  Equip  ment  (Feb.  10, 1967) _ _ _ _ _ 

TSO-C91,  Emergency  Locator  Transmitters  (Oct  21, 1971) . . . 

TSO-92B,  Ground  Proximity  Warning-Glede  Slope  Deviation  Alerting  Equipment  (Aug.  19. 1976) 


91.36;  127.103 
91.24;  121.345; 

127.123;  135.145 
91.36;  127.103 
91.52;  121.339; 

121.353;  135.167 
121.360 


United  States  Flight  Inspection  Manual  (3d  Edition,  May,  1963) .  171.71 

United  States  Standard  for  Technical  Instrument  Procedures  (3d  Edition.  July,  1976) .  171.71 

International  Civil  Aviation  Organization 


Attention:  Distribution  Officer,  P.O.  Box  400.  Succursale:  Place  de  I'Aviation  Internationale.  1000  Sherbrooke  St.  West, 

Montreal,  Quebec,  Canada,  H3A  2R2 

Annex  2  to  the  Convention  on  International  Civil  Aviation,  Rules  of  the  Air,  6th  Edition  (1970),  with  amendments  91.1  and  135.3(b) 


through  Amendment  20  (Aug.  1976). 

Annex  10  to  the  Convention  on  International  Civil  Aviation  (2d  Edition.  Vol.  I,  Apr.  1968) . . .  171.71 

Pratt  &  Whitney  Aircraft  Co. 

400  East  Main  St.,  East  Hartford,  CT  06108 

Engineering  Change  No.  197707 . . .  Part  91,  SFAR  27, 

Sec.  14(b). 

Service  Bulletin  2417 . . . . .  Part  91.  SFAR  27. 

'Sec.  14(b). 

Service  Bulletin  2531 . . . .  Part  91.  SFAR  27, 

Sea  14(b). 

Radio  Technical  Commission  for  Aeronautics  (RTCA) 

2000  K  St..  NW.,  Washington.  D.C.  20006 


RTCA  Paper  23-63/DO-117  (March  14,  1963)  Standard  Adjustment  Criteria  for  Airborne  Localizer  and  Glide  Slope  91,  Appendix  A. 
Receivers.  Para  3(a) 
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CONSUMER  PRODUCT  SAFETY  COMMISSION 


American  Association  of  Textile  Chemists  and  Colorists  (AATCC) 

P.  O.  Box  12215,  Research  Triangle  Park,  NC  27709 

AATCC  Test  Method  124-1969,  Appearance  of  Durable  Press  Fabrics  After  Repeated  Home  Laundering. 


American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  C96.1-1964  American  Standard  for  Temperature  Measurement  Thermocouples,  approved  June  9, 1964 . 

ANSI  ClOl.1-1971  American  National  Standard  for  Leakage  Current  for  Applicances . 

ANSI  Z53.1-1971  Safety  Color  Code  for  Marking  Physical  Hazards . 

ANSI  Z97.1-1972  or  1975  Performance  SpeciBcations  and  Methods  of  Test  for  Safety  Glazing  Material  Used  in  Buildings. 

American  Society  for  Testing  and  Materials 
1916  Race  St.,  Philadelphia,  PA  19103 

ASTM  D  756-56  (1971)  Test  of  Resistance  of  Plastics  to  Accelerated  Service  Conditioning,  Procediu-e  A,  issued  Sept.  10, 
1956. 

ASTM  D  785-65  (1970)  Standard  Method  of  Test  for  Rockwell  Hardness  of  Plastics  and  Electrical  Insulating  Materials, 
August  31, 1965. 

ASTM  D  790-71  Standard  Method  of  Test  for  Flexural  Properties  of  Plastics,  October  29, 1971 . 

ASTM  D 1535-68  Specifying  Color  by  the  Mimsell  System . 

ASTM  D  2565-70  Standard  Recommended  Practice  for  Operating  Xenon-Arc  Type  (Water  Cooled)  Light-  and  Water 
Exposure  Apparatus  for  Exposure  of  Plastics,  Procedure  B,  June  12, 1970. 

ASTM  G  26-70  Standard  Recommended  Practice  for  Light-  and  Water  Exposure  Apparatus  (Xenon-Arc  Type)  for 
Exposure  of  Nonmetallic  Materials,  April  13. 1970. 

National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

NFPA  No.  70-1978, 1978  Edition  of  National  Electrical  Code,  Article  400,  Flexible  Cords  and  Cables,  pp.  70-230  through 
70-241. 

NFPA  No.  70-1971, 1971  National  Electrical  Code,  Article  400,  Flexible  Cords  and  Cables,  pp.  76-184  through  70-194 . 


16  CFR 


1615.4(a)(4); 

1616.5(c)(4): 

1632.5(b)(1) 


1505.6(g)(5) 

1505.6(e)(3)(iv) 

1402.4(a)(l)(i) 

1201.7(b)(1) 


1201.4(d)(2)(iii) 

1201.4(e)(l)(iii)(B) 

1201.4(e)(l)(iii)(A) 

1402.4(a)(l)(i) 

1201.4(b)(3)(ii) 

1201.4(b)(3)(ii) 


1505.5(e)(5) 

1505.5(h)(2) 
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